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y more and more hospitals 
are adopting these remarkable 
Pioneer ROLLPRUF Gloves of Neoprene 


Briefly, it’s because experience has shown them that neoprene 
Rollprufs as processed by Pioneer are more comfortable; they 
stay snug-fitting but are less constrictive, less cramping to the About Neoprene 
surgeon’s hand... They allow more finger dexterity, actually pro- DuPont’s Neoprene is a 
vide a sharper finger-tip sensitivity . .. They do not have the allergen highly successful “spe- 

which in natural rubber sometimes causes dermatitis of the hands; 
wearing neoprene Rollprufs relieves or prevents such attacks... synthetics used in tires. 
Flat-banded cuffs do not roll down the sleeve, no roJl to roll... Neo- 
prene Rollprufs last longer; they resist damage by petrolatum or recognizing it as a better : 
acids; users report they stand more sterilizings; banded cuffs 
prevent tearing. 

Your staff will appreciate your providing these desirable glove 


qualities — your glove budget also likes neoprene Rollprufs. 
Examine these remarkable gloves yourself — use the coupon at a | 
once... or order from your supplier. 


THE PIONEER RUBBER COMPANY 


Manufacturers of Surgical Gloves for more than 25 Years 


247 Tiffin Rd., Willard, O. * New York * Los Angeles 


To The Pioneer Rubber Company, Willard, Ohio 


Please send along a get-acquainted pair of new Neoprene 
Rollpruf Gloves —no charge, no obligation. 


SURGICAL GLOVES 
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Discriminating tood purveyors naturally 

look to Sexton’s for relishes, appetizers, 

hors d’oeuvre—the details that make the 
soon Foon For meal. If you can get them anywhere, you 

can get them here. Such delicacies as 
anchovies, sardines, tuna, so rare of late, will soon be 
available as the world markets reopen. Then, as always, 
you'll find Sexton first with the finest. 


FOOD IS TOPS - WHERE THE GREE 


N TRUCK STOP 


SEXTON FINE QUALITY FOODS 
FOR RESTRICTED DIETS 


ALL packed without sugar or seasoning. FRUITS packed 
in the NATURAL JUICE of the FRUIT. 


Analyses On Every Can 
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ongestion. When the cause of congestion is 


ONGESTIVE BUT NOT RE-CONGESTIVE 


Fs prompt and enduring nasal decongestion, 


Neo- -Synephrine 


HYDROCHLORIDE 


LAEVO-.a@-HY DROXY -B-METHYLAMINO-3-HY DROXY-ETHYLBENZENE HYDROCHLORIDE 


FOR NASAL DECONGESTION 


LIED i in 14% and 1% solution, 
es of 1 fl. oz., also 14% jelly in 
Bsible tube with applicator. 


DETROIT 31, MICHIGAN 


KANSAS CITY e 
SYDNEY, AUSTRALIA 


NEW YORK . 


FACTS ABOUT NEO-SYNEPHRINE 


PROMPT, prolonged nasal decongestion through 
local vasoconstriction following topical appli- 
cation. 


EQUALLY EFFECTIVE upon repeated use. 


WELL TOLERATED locally, the solutions are 
isotonic and virtually non-irritating to n 
mucosa. 


CILIARY ACTION is not appreciably impeded. 


SAN FRANCISCO . WINDSOR, ONTARIO 
AUCKLAND, NEW ZEALAND 


RELATIVE FREEDOM from systemic effects wid- 
ens the range of usefulness for Neo-Synephrine 
— manifestations of central nervous system 
stimulation are rarely observed. 

INDICATED for symptomatic relief in the com- 
mon cold, sinusitis, nasal manifestations of 
allergy, and similar conditions. 
ADMINISTRATION may be by dropper, spray, 
or tampon, 


FURTHER FACTS FOR YOUR REFERENCE FILE, WILL BE GLADLY SENT ON REQUEST 
TRADE MARK NEO-SYNEPHRINE—REG. U.S. PAT. OFF, 
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ment, Brooklyn Hospital Equipment now offers all 
steel unit cabinets in various combinations, for 

hospital use. In addition, our engineering depart- 
ment is at your service to help plan your laboratory. 
Produced on a quantity production basis, which p6r- 
mits a quick assembly of various units to meet any 
situation, the standard unit idea, as developed by 
the Brooklyn Hospital Equipment Company, has 
been improved through broad experience and prac- 
tical application in hospitais throughout the country. 


All steel with stainless work table tops and com- 
pletely concealed hinges. Doors and drawers are 
double wall construction. Base boards are 
recessed. Finished in durable "babed white enamel. 


No. 19022 Above 
No. 19006 (Right) ———> 
PROMPT DELIVERIES ASSURED 


Write for complete details and prices. 
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on problem, Designed for efficiency, 
lity by day operation; they are attractive. compact, easy 
to handle and of the utmost utility. Prometheus conveyors 
are strongly built and will give many years of satisfactory 
service. Prometheus Food Conversrs have no “superior. 


7, Send for descriptive circular giving full de 
of various designs, capacity and special featu: 


Small Model 
serves 20 to patients 


NEW YORK 14.N. Y, 
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OB®TAINED from the aerobic 

spore bearing soil bacterium, 
Bacillus brevis, PARKE-DAVIS 
TYROTHRICIN is effective against 
certain gram-positive organisms 
including pneumococci, staphylo- 
cocci, streptococci, diphtheria ba- 
cilli, and others. 


Use by local application: wet pack, 
instillation, or irrigation, in treat- 


ment of abscesses .. . infected 
wounds... indolent ulcers... 
chronic ear infections ... empyema 
infections of nasal sinus . . . and 
following mastoidectomy. 


TYROTHRICIN, Parke-Davis, is sup- 
plied in 10 cc. vials, as a 2 per cent 
solution, to be diluted with sterile 
distilled water before use. It is for 
topical use only—not to be injected. 


Parke, Davis ¥ Company 
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day by day operation; they are attractive, compact, 

to handle and of the utmost utility. Prometheus conveyors 
are strongly built and will give many years of satisfactory 
service. Prometheus Food Canversrn have no superior. 


"ee Send for descriptive circular giving fall deta 
of various designs, capacity and special fea 


Smal) Model 
serves 20 to 50 patients 
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O®tAINED from the aerobic 

spore bearing soil bacterium, 
Bacillus brevis, PARKE-DAVIS 
TYROTHRICIN is effective against 
certain gram-positive organisms 
including pneumococci, staphylo- 
cocci, streptococci, diphtheria ba- 
cilli, and others, 


Use by local application: wet pack, 
instillation, or irrigation, in treat- 


ment of abscesses . . . infected 
wounds... indolent ulcers... 
chronic ear infections ... empyema 
infections of nasal sinus . . . and 
following mastoidectomy. 


TYROTHRICIN, Parke-Davis, is sup- 
plied in 10 cc. vials, as a 2 per cent 
solution, to be diluted with sterile 
distilled water before use. It is for 
topical use only—not to be injected. 
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-Appreciated by 


 hesplitey staffs 


for use in : 

SKIN DISORDERS 
in which soap is contraindicated or 
inadequate. The preferred detergent 
in the management of acne vulgaris 
(J.A.M.A. 125:30-31, May 6, 1944). 


for removing 
RESIDUAL OINTMENTS 
oils, and other soil from the skin and 
_ scalp by emulsification. 


for a smooth 
SURGICAL SCRUB-UP 
especially for soap-sensitive hands. 


Literature and sample on request 


ACIDOLATE 


Reg. U. S. Pat. Off. 


(Non-alkaline, Non-allergenic) 
Scientific Substitute for Soap 
8 oz. and gal. bottles; 5 gal. drums 


NATIONAL OIL PRODUCTS 
COMPANY 


Distributed by 


RARE CHEMICALS, INC. 
Harrison, N. J. 
*GALEN COMPANY 
Berkeley, California 
*Pacific Coast and Mountain States 58J 


Gine Artery Forceps 
FINEST QUALITY 
ALL TYPES—BOX LOCK 


The more generally used artery forceps shown on 
this page are representative of our large and varied 
stocks of the finest domestic patterns available. All 
have mortise locks, are carefully constructed and 
finished to give you long and satisfactory service— 
and at most reasonable prices. Prompt delivery. 


CHROME PLATED FORCEPS 


Dozen 
GO-480 Halstead, straight, 5” $28.80 
O-484 Halstead, 28.80 
514 80 
24 
-560 Ochsner, straight, 614i 84.20 
GO-562 Ochsner, straight, 74" 40.80 
GO-630 Rankin, straight, 614” 33.60 
STAINLESS STEEL FORCEPS 
zen 
-496 Halstead, straight, $37.80 
GO-498 Halstead, curved, 37.80 
GO-520 Kelly, light, straight, SY"... 37.80 
GO-522 Kelly, light, curved, 5 ... 37.80 
GO-548 Pean, straight, 61/4," 44.40 
GOS Ochsner, straight, 


GO-646 Crile, straight, 51" 
GO-650 Crile, curved, 512” 


In less than dozen Jots prices slightly higher. 


388883 


MUELLER 


SURGEONS’ INSTRUMENTS HOSPITAL SUPPLIES & EQUIPMENT 


OGDEN AVE ~ VAN su and HONORE STREETS 
CHICAGO 12 ILLINOIS 
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In war as in peace, LOBELIN-Bischoff has carned world-wide recognition 
for its dramatic value in surgical and traumatic shock, in anesthetic accidents 
and whenever respiratory failure must be combated. The large shipments 
to the U.S.S.R. through the American Red Cross are but one of many 
tributes to its efficacy. 


LOBELIN 


(brand of alpha-lobelin hydrochloride) represents the pure, isolated, prin- 
cipal alkaloid of lobelia inflata with its unique stimulating effect upon the 
respiratory center. Supplied in ampules of Icc. cither Adult or Infant dose. 


ERNST BISCHOFF COMPANY INC. + IVORYTON, CONN. 


Tests for Sugar and Acetone in Diabetic Urine Simplified 


Tost (DENCO) AND Catalest 


ACETONE TEST (DENCO) detects 
presence or absence of acetone in 
urine in one minute. Color reaction is 
identical to that found in violet ring 
tests. A trace of acetone turns the 
powder light lavender—larger 
amounts to dark purple. 


SAME SIMPLE TECHNIQUE FOR BOTH TESTS 
Color Reaction Immediately 


|. A Little Powder 2. A Little Urine 


Accepted for Advertising in the Journal of the American Medical Association 
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GALATEST is the dry reagent for the 
immediate detection of urine sugar. If 
sugar is present to any pathological 
degree—powder turns gray or black 
immediately — depending on 


the amount of urine sugar 
p-esent. 


Handy kit available for dia- 


betic patient or medical bag | 


. .. Contains one vial Ace- 
tone Test (Denco), one vial 
of Galatest (enough in each 
vial for at least 100 tests), 
a medicine dropper and a 
Galatest color chart. This 
handy kit and refills of Ace- 
tone Test (Denco) and Gal- 
atest can be obtained at all 
prescription pharmacies 
and surgical supply houses. 


1Iscno 
| NO NO measurinc NO test Tuses NO BREAKAGE 
|THE DENVER CHE ICAL MANUFACTURING COMPANY 


Testing 


FOR CO 
ABSORPTION 


of 


Wilson Soda Lime 
and other gas ab- 
sorbents is done on’ 
our principal test- 
ing machine, 
shown here. It is a combination of four artificial lungs and 
four to-and-fro filters, exactly reproducing the lung action of 
an average patient, and was designed in accordance with the 
principles set forth in ‘Experimental Studies on Carbon Di- 


oxide Absorbers for Anesthesia” (Anesthesiology, Jan. '41). > 
It makes possible the determination of CO, absorption within 
0.1%. 


Repeated tests have shown the high efficiency of Wilson 
Soda Lime in CO, absorption. Its longer life before reaching 
an exhaustion point means more economical use. Constantly 
improved over the years, safe, efficient, economical Wilson 
Soda Lime is the accepted standard of the medical profession. 

-—Dewey and Almy Chemical Company, Cambridge 40, Mass. 


CARRIED IN STOCK 
BY YOUR 
HOSPITAL SUPPLY HOUSE 
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bd 
STAPHYLOCOCCIC 


OF 


“Impetigo is the classic exam- 
ple of a superficial pyogenic 
infection and, as such, it is also 
the classic example of the 
dramatic action of the local 
use of the sulfonamides.’”* 


Whether the impetigo be due to 
staphylococcic or streptococcic 
infection, 


“SULFA-CEEPRYN CREAM 


SULFATHIAZOLE, SULFANILAMIDE AND CETYLPYRIDINIUM CHLORIDE 


provides logical, unusually satisfactory 
therapy, for it brings both 10% sulfa- 
thiazole (antistaphylococcic) and 10% 
sulfanilamide (antistreptococcic) to the 
pathologic sites. 


Moreover, the bacteriostatic action 
. Sulfa-Ceepryn Cream is —_ of the sulfonamides is reinforced by the 

tubesandone-poundjars. Which has a unique wetting action that 


enhances penetration. 

The special oil-in-water vanishing 
cream base of Sulfa-Ceepryn spreads 
easily and releases the sulfonamides 
readily into the lesions. 

Write for complete literature and sample. 
*Shaffer, B.: Connecticut M. J. 7:237-243 (1943) 


Trademarks ‘‘Ceepryn” and ‘‘Sulfa-Ceepryn” 
Reg. U. S. Pat. Off. 


THE WM. $. MERRELL COMPANY - CINCINNATI, U.S.A. 
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YOU'RE 
INVITED... 


to check the 
CUTTER SAFTIFLASK 
against the critical 
demands of surgery 
— see how well it 
measures up 


Is it easy to set up in a hurry? Takes only a matter of 
seconds! No tricky, time-consuming gadgets. No loose 
parts to wash, sterilize and assemble. Just plug in the 
injection tubing. 

Is it dependable in action? Its very simplicity is a 
guarantee of efficient performance — of a smooth con- 
stant flow that calls for no pampering. 


Does it offer the maximum in safety? Cutter solutions 
are subjected, like all biologicals, to every known test 
in one of America’s oldest biological laboratories. 
These solutions, proven safe before administration, 
make Saftiflasks worthy of their name! 


CUTTER LABORATORIES, BERKELEY, CALIFORNIA *® CHICAGO ¢ ‘NEW YORK 
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Hospital 


and BUYER 


Fhiendly Hospital qournal 


Distributed monthly to every hospital, sanatorium, and 
allied institution in the United States and dependencies 


HOSPITALICS 


We can never find words adequate to praise 
American fighting men, and this time we are 
convinced that no superlatives would ever be 
sufficient to describe the attitude of one group 
of infantrymen on the German front. Be- 
cause medical enlisted men go in to battle 
side by side with the dog faces who do the 
fighting, the combat soldiers, out of their own 
pockets, subscribed to a fund to pay each 
medico $10.00 a month extra. The fund was 
over-subscribed within a very short time after 
it started. This should be a very pointed bit 
of lobbying for Congress and army officials 
responsible for regulating soldiers’ pay. 


Soviet Russia has long maintained a 
policy of no work—no eat. The Food 
and Rationing Supply Committee of the 
nearly defunct League of Nations, re- 


ports that the highest food rations go to 


manual laborers; the office workers and 
others with sedentary positions are sec- 
ond; physically unfit and others not em- 
ployed, and children, third. The Ger- 
mans are supposed to be following the 
same method in order to get maximum 
results from their workers. 


The dental profession has made a wonder- 
ful contribution to victory, according to re- 
cently released army figures. The Army 
Dental Corps has “raised” an army of one 
million men by making them fit for service. 
These were men who entered the army when 
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dental requirements were cut, but who were 
not fit for service until army dentists brought 
them up to par. Speaking of army dentistry, 
aviators require special attention. Due to the 
high altitudes, it was found that fliers needed 
a special base of zinc oxide eugenol in all 
fillings to prevent the development of pulpitis 
(inflammation of tooth pulp). 


A Columbia University psychologist, 
working with Dr. George H. Gallup, of 
Gallup poll fame, reports that on the 
basis of a twenty-word vocabulary test 
given a representative sample of our na- 
tion’s voters, it is indicated that the 
average American voter has a mental age 
of sixteen years. Women are more in- 
telligent than men voters, and people in 
their twenties are smarter than those 


over sixty. 
e e 


U. S. and Latin American medical men, 
engaged in warring on tropical diseases in 
the upper Amazon, find superstition their 
most difficult foe. Most of the jungle folk 
regard a hospital as a place one goes to 
die. When one hospital was opened, how- 
ever, the very first day the men’s ward was 
filled. Upon making her first rounds, the 
night nurse was amazed to find every bed 
empty. Upon investigation, she found that 
the patients had not decamped, but were 
simply sleeping under their beds, Her 
main job for the next few weeks was get- 
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ting the patients to sleep on the bed, in- 
stead of under it. Many quack methods 
of treatment are said to prevail and super- 
stitious beliefs are legion. For influenza, 
the Indian Iquitos had a profound belief 
in an infusion of cockroaches steeped in a 
particularly potent alcoholic beverage . . . 
most remedies were found to consist of in- 
fusions of snakes and insects in fiery 
liquids. 


Times Square reported its mildest New 
Year’s Eve in history. Bellevue hospital 
had only eight cases of alcoholism as a 
result of the celebrations, whereas the 
average number of cases for previous years 
has been fifty-five. The fire department 
had fewer false alarms than ever before, 
and white wings swept up only sixteen 
tons of paper and trash. By five o’clock the 
Square was so dead that a policeman was 
startled to see something white moving 
toward him on 42nd and Broadway. Upon 
recovering his wits and grabbing the 
spectre, it proved to be only a sailor in a 
bed sheet who claimed to have lost his uni- 
form and was only trying to get back to 
home base as decently as possible. 


G-11 is a new bacteriological soap devel- 
oped by a couple of New York surgeons and 
a chemist at the University of Vermont. The 
surgeon, using G-1]1 for two minutes, was 
found to have fewer resident germs on his 
hands than are found after twenty minutes 
of washing with ordinary soap. And speak- 
ing of soap, the armed services are using a 
sudsless product which enables G.I.’s to wash 
their clothes in salt water, or anything else 
that is wet. This new cleansing agent reduces 
rinsing requirements, and functions as well 
in cold as in hot water. Best of all, it is guar- 
anteed not to leave rings on the bath tub. 


Paris is said to be shivering in this, the 
severest winter in many years, due to lack 
of fuel. Because transportation facilities 
are not available, coal has not been dis- 
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tributed to civilians and, as a result, Pari- 
sians have been raiding the public parks 
where they chop down trees for fuel. In 
fact, business houses dealing in second- 
hand furniture and other odds and ends 
are doing a rushing business because 
people buy anything of wood. In hos- 
pitals, doctors postpone major operations 
because their fingers are numb. Manne- 
quins shiver when modeling backless eve- 
ning gowns—and worst of all, the famous 
Parisian artists’ models refuse to pose un- 
less well bundled in clothing. Children 
and teachers attend classes dressed in ski 
suits, in order to keep warm. 


The Journal of Educational Sociology is 
convinced that comics are here to stay and 
that there is nothing to be done about it. 
No one wants his boys and girls to read 
Dick Tracy, Superman, Buck Rogers, etc., 
but when twenty million copies of, comic 
books are sold monthly and read by 
seventy million kids, the psychologists find 
themselves stymied—in fact, instead of be- 
ing harmful, some psychologists consider 
them of great educational value, pointing 
out that their idiom has enriched our 
language, some have inspired music, and 
one, Krazy Kat, has been made the sub- 
ject of a ballet. They’re certain that to- 
day’s scene, with cars, planes, fliers, and 
other types of heroes are very valuable 
incentives to children. 


I have just learned that we no longer 
need to be embarrassed by that black eye 
which, of course, was obtained by bump- 
ing into a door. A New York physician 
has recently devised a quick and easy 
method of camouflage of these telltale 
discolorations. The affected area is cleaned 
with soap and water—a layer of glycerine 
applied, and then powdered with a mix- 
ture of bismuth subnitrate, suitably colored 
with carmine and calamine to match your 
skin. One is supposed to be able to go out 
in the brightest of light and be safe from 
jeering remarks. 
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frederick T Ail MD. 


(See Front Cover) 


D R. HILL is from that state which was once supposed to reflect the national vote. 

He’s a born-and-bred New Englander, prominent in the medical and hospital 
affairs of Maine. As chief of staff of the Thayer hospital, in Waterville, he is a busy 
clinician, but was persuaded last year to accept the presidency of the Maine Hospital 
association. He sees, in such organizational duties, the opportunity for all adminis- 
trators, staff physicians and interested laymen to work together toward the goal of 
the best medical care for the Public. 

As mentioned before, Dr. Hill is indeed a dyed-in-the-wool New Englander, has 
been a native of Waterville since he first saw the light of day there back in June 14, 
1889. He was graduated from Colby college with a degree of B.S., in 1910; acquired 
his medical education at Harvard, from which he secured his degree in 1914. He 
served a residency in otolaryngology at the Massachusetts Eye and Ear infirmary, 
then entered the Medical Corps in the first World War, acting as instructor at the 
Army School of Otolaryngology, General Hospital 14. 

Dr. Hill has confined his work to otolaryngology and bronchoscopy, and pursuit 
of his specialty has heaped some distinguished honors upon his head. He is a past 
president of the Maine Medical association, also past president of the New England 
Otolaryngological Society. He is a consultant to numerous Maine hospitals. 

To mention some of the doctor’s numerous medical society affiliations: he is, of 
course, a member of the A.M.A., likewise the American College of Surgeons, the 
American Laryngological association, the American Otological association, the Amer- 
ican Laryngological, Rhinological and Otological Society, the American Academy of 
Ophthalmology and Otolaryngology, the American Broncho-Esophagological Society, 
and the American College of Chest Physicians. 

Dr. Hill is on the editorial board of Annals of Otology, Rhinology & Laryngology, 
and you have seen his name in connection with numerous articles in various hos- 
pital magazines. 

Like many another M.D., Dr. Hill’s hobby interests turn toward music. He’s 


married and has four daughters. 
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SCHOOL FOR COURAGE 


By WILLIAM A. JAMESON, JR. 
Ist Lt., MAC 


| Ronn the campus of a former boys’ 

preparatory school in Connecticut, there 
walks each day another group of young men. 
The buildings in which formerly were heard 
the shouts of school boys, now echo with the 
laughter and voices of another set of students. 

This new student body, however, goes about 
the campus with a much greater determina- 
tion to make a future for itself; this new 
“crop” is somewhat older and in uniform. 
The difference is otherwise not obvious—even 
though these are men blinded in their coun- 
try’s service. 

The U. S. Army Old Farms Convalescent 
hospital is located on the grounds of the for- 
mer Old Farms school, Avon, Conn., and to 
it go sightless men to acquire training and 
self-confidence. The Army is determined that 
its war-blinded soldiers this time will return 
to civilian life prepared in every way possible 
to take up normal life. 


Impact with Reality 


“I never would have known that he is 
blind” is the constant remark heard from visi- 
tors, for at Old Farms, these men walk about 
unaided, with a sureness of step and a certain- 
ty of bearing which one is not accustomed 
to see in the sightless. This is the result of 
a carefully planned training program, plus the 
individual determination of these blinded vet- 
erans that they can, and will, “come back.” 

The men at Avon are, for the most part, 
young men. At first their blindness is some- 
thing new, something unexpected, and some- 
thing very terrifying. It has come, in most 
cases, as quickly as one can snap his fingers. 
One moment the man was a soldier in the 
midst of a fight, and in the next he is blinded 
and, in his first thinking, helpless. Through 
his mind must pass some of the bitter pictures 


of the future for which he had hoped. There 
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must also be memories of the civilian blind, 
and the pity or indifference with which they 
have been treated by their more fortunate 
fellow citizens. It is a bitter moment for a 
boy. 

But—the Army knows all about that, and 
plans are made immediately to get the man 
back on his feet, physically and mentally. He 
first returns to a general hospital where his 
physical needs are cared for and a start is 
made in rehabilitation. 

At Valley Forge General hospital in Penn- 
sylvania, and Dibble General hospital in Cali- 
fornia, these preliminary steps are taken, and 
during these first weeks, trained personnel 
undertake the tremendous task of sending the 
blinded man back to civilian life with confi- 
dence in his ability to carry on. Then he goes 
for an 18 weeks’ stay at Old Farms, where 
the job is completed. 

When the veteran arrives at Old Farms, he 
enters upon a definite course of training for 
the restoration of self-confidence. Here he is 
to learn the fact which few non-blinded men 
ever realize—that he is fully able to carry on 
his life in much the same way as he had orig- 
inally planned. He finds that there are few 
things which he cannot do just as he did them 
before, and that the problem is not in their 
doing, but in going about their doing along 
somewhat different lines. He learns that blind- 
ness need not be, unless he so wills it, some- 
thing to make him the object of pity or of 
charity. 


The Initial Step 


The work at Avon is divided into four 
phases. The first is orientation. When he ar- 
rives, the new trainee is made to understand 
that canes and artificial aids are unnecessary 
for his stay on the grounds, and he is turned 
over to a trained orienter whose job it is to 
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teach him the little tricks which will make it 
possible for him to be independent in his 
movements while there. 

He first studies a model of the grounds, 
which has been ingeniously built of wood, 
with sandpaper representing roads, plain card- 
board representing foot walks, and lead shot 
for trees and other similar obstructions. 


Learning the Fundamentals 


Under the guidance of his orienter, he first 
handles the model, and gets a clear mental 
“feel” of the place. After such a session, he 
is able to go out with the orienter, and begin 
to travel over the routes which will become 
familiar to him in the weeks ahead. He goes 
from his dormitory room to the mess’ hall, to 
the post office, to the class rooms, his com- 
panion teaching him how to recognize his 
surroundings. He learns that the sod at the 
edge of the walk is a good guide for his foot. 
He learns that at certain spots as he goes out 
of the shelter of a building into an open space, 
he turns this way or that, and he learns it by 
doing, for no one takes his arm for guidance. 

In a day or two, he begins to go about on 
his own—slowly at first—but within an in- 
credibly short time he is able to move about 
the grounds with a sureness and firmness of 
tread which make it difficult to distinguish 
him from the sighted. Many a visitor has been 
startled, after receiving directions from some 
passing soldier, to be told that his informant 
was blind. 


Psychological Survey 


During this period, the testing program, 
under the direction of a trained psychologist, 
is getting under way, by which it is determined 
just what the man’s abilities and interests are, 
and where special training will be necessary. 
He also, during this period, starts on the vari- 
ous classes which will occupy his time for the 
next few weeks. 

The second step is class work. Old Farms 
offers more than 50 different courses designed 
to familiarize the man with various types of 
activity, and to give him visible proof that he 
will be able to perform various jobs and 
functions which will be normal in his life to 
come. 

He has no predetermined, rigid curriculum, 
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but chooses for himself those things he thinks 
will be of interest. An effort is made, of 
course, to introduce him to certain courses 
of value in his general living, and to include 
those which will have to do with various forms 
of activity related to his future. He is en- 
couraged to try as many things as he thinks 
will interest him, dropping those which he 
finds in any way incompatible to his abilities 
or interest. 

Classes cover all possible fields. For the 
boy from the farm, there are courses in agri- 
culture, chicken-raising and such. For the boy 
who looks forward to a factory job, there is 
work with lathes, drill presses and standard 
factory machinery. For the lad who wants it, 
there is bookkeeping, mental arithmetic; and 
any subject is available to the man who de- 
sires to continue his academic studies. 

Many courses offer training not only for a 
future career, but possibilities as interesting 
hobbies, too, such as woodwork, music, typing. 
weaving, leather-goods making, etc. 


A Key to Living 

Braille, these students discover, is much 
more than a reading method. To many, if not 
most people, it represents primarily the ability 
to read a mountainous Bible, or a special 
edition of the Reader’s Digest. But Braille is 
much more. It opens to the blinded man the 
ability to make memoranda and shopping lists, 
to take down addresses, etc. And Braille bul- 
letin boards give information about hospital 
activities, relieving the trainee of the some- 
times embarrassing necessity of asking others 
what is going on. 

In the third step of training, the student 
begins to specialize; but it is the fourth which 
really convinces him of his own abilities, for 
then he goes out from the grounds and takes 
a job in a local factory, where he works for a 
period, side by side with a sighted man, and 
earns a pay check. The value of this check 
cannot be over-emphasized. For with it, comes 
the final knowledge that his dreams and am- 
bitions are not beyond realization. It repre- 
sents to him positive assurance that he is 
competent to hold a job, can head for a se- 
cure future and support his family. 

The results, we may add, have been amaz- 
ing. Not only have these blinded veterans 
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turned in production records which in most 
cases are higher, but they actually have per- 
formed many of the jobs more efficiently. In 
addition, their safety record has been 100 per 
cent. Not a single injury of any kind has 
developed among these blind workers, and the 
esteem in which their work is held both by 
their fellow workers and by the management, 
proves eloquently the fact that the blind man 
can and does do competent and efficient work 
... and can do it safely. 


Learning the Itinerary 


During all phases of the program, some 
orientation work continues. Hartford is rap- 
idly growing used to the sight of the blinded 
veteran walking about an urban center with 
speed and safety. Passengers at the railway 
station find it interesting to see groups brought 
in for orientation in travel. They have the 
opportunity, through the courtesy of the New 
Haven railroad, to learn thoroughly the make- 
up of trains, the locations of such essential 
things as the drinking fountain, lavatory, 
baggage racks, etc., and soon develop com- 
plete confidence in their ability to take care 
of themselves adequately in travel. The same 
process is a familiar one at the bus station. 
Incidentally, as illustrative of the point of 
view developed, a 19-year-old boy, returning 
from a bus trip to Hartford, told one of the 
officers that he enjoyed going to town, but 
“wished to God women would not get up to 
offer me a seat, because women do not offer 
men seats.” 

During classroom training, other aspects of 
adjustment are not being overlooked, an im- 
portant one being the field of athletics. Per- 
haps one of the hardest things for a young 
man who has lost his sight to face, is what 
he thinks will be his forced inactivity where 
athletics are concerned. 


Sports Field Still Open 


Under the direction of a trained staff of 
sports instructors, he soon finds the field is 
wide open to him. True, he can no longer 
catch a ball, and it is equally difficult for him 
to hit one in motion, but with this exception, 
there are few things in the line of sport 
recreation which are not possible for him to 
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perform. Ardent golfers have been seen to 
shake their heads mournfully at the sight of 
a blinded soldier who has just driven a ball 
with an accuracy in distance they have been 
trying for years to develop. This occurs also 
at the bowling alley. The manager of a local 
roller skating rink has worn a dazed expres- 
sion ever since the night he discovered that 
the soldier and girl who made such an attrac- 
tive couple on his rink included a totally 
blinded veteran. Horseback riding is popular, 
as is swimming. 

Some, with particular pride in keeping them. 
selves fit, like gymnastics, and both the school 
and YMCA gymnasium see these men daily 
making use of apparatus which they had come 
to know before their blindness. Few things 
are more encouraging to the self-confidence 
of these men than to know they can hold their 
own with sighted competitors. 


Factor in Adjustment 


Another important factor is leisure hour 
recreation.. Naturally, the newly blinded sol- 
dier at first has the idea that there lies ahead 
of him long and tedious hours with nothing 
to do. Some are so sensitive that they feel 
hesitant about joining in the social activities 
of their friends because they are afraid of be- 
ing a wet blanket on the party. In the be- 
ginning, many feel that the girl who dances 
with them is doing it out of sympathy, and on 
that basis, they prefer not to dance. 

Before long, however, one finds them taking 
an active part in all sorts of recreational ac- 
tivities. They find their dancing is as good 
as ever, and many dance today who never 
did before. The movies also claim these men 
as ardent fans. As one man said, “They are 
just the same as radio plays, and we don’t 
have to watch the ham acting as you do.” 
Card playing, music, conversation, all the nor- 
mal social activities that men their age enjoy 
are still open to them. 

If any civilian has the idea that the morale 
of the blinded soldier is broken, a trip to Old 
Farms would soon show him his mistake. 
These veterans have found that they do not 
need to be burdens, and that they are entering 
—not a new life—but merely new ways of 
living the life they have always known. 

Of course, the future will determine whether 
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or not the public is going to give these men 
their chance. Authorities at Avon know what 
their men can do; the men themselves have 
found out what their capabilities are; but 
there still exists in the public mind many of 
the old doubts about them. 

With the public lies the answer. If the 
blinded soldier can return to his community, 
not as a “handicapped veteran” but as a vet- 
eran; if he can find himself an intrinsic part 
of his community; if he finds that his job is 
given him on merit and not on sympathy— 
his present high morale will be carried on and 
he will be successful. 


The Crucial Test 


And if well-meaning friends and relatives 
can escape the “you poor boy, you” attitude; 
if they can avoid the impulse to help the man 
and concentrate on helping the man to help 

himself; if they can forget their feeling of 
hesitation in dealing with the blinded and deal 
with these men as normal friends and co- 
workers; if they can accept them into their 
social life without restraints and embarrass- 
ment—it is certain the blinded veteran of this 
war will not face the lot of the blinded veteran 
of World War I. 


Second Semester in Administration 
Courses Open at N. U. 

The second semester of Hospital Adminis- 
tration courses at Northwestern university 
begin on February 7. The seminar in Ad- 
ministration opens on that day (6:20 to 8:00 
p-m.), and continues on Wednesdays. 

Beginning February 9, and continuing on 
Friday, two more classes start: “Professional 
and Public Education Functions of Hospitals” 
(6:20 to 8:00 p.m.) and “Fundamentals. of 
Medical Science” (8:10 to 9:50 p.m.). 

There are two Tuesday classes, opening 
Feb. 13: “Personnel Management in Hos- 
pitals” (6:20 to 8:00 p.m.) and “Business 
Management of Hospitals” (8:10 to 9:50 
p-m.). 

The seminar in Hospital Administration is 
not open to new students. Registered in the 
classes last semester were 115 students, ac- 
cording to Dr. Malcolm T. MacEachern, di- 
rector of the program. 


JANUARY, 1945 


The U. S. Naval hospital, St. Albans, Queens, is 
equipped to conduct Protestant, Catholic and Jew- 
ish services—its chapel has a revolving altar. 


Marriage Ban Lifted 
for Navy Nurses 


Dan Cupid has exercised some of his best 
marksmanship upon the Navy Nurse corps, 
with resignations for marriage averaging 
more than 100 a month. Now that the powers- 
that-be have decided to relax the ruling (Jan. 
10) it will benefit quotas. Till now 80 per- 
cent of all resignations were due to this 
cause. The ban is still on as far as recruits 
are concerned, of course, but will apply to 
nurses already in service. 

The Army has not dismissed nurses for 
marriage since the fall of 1941, and accepts 
married recruits also. 

e 


Dr. N. N. Wood Joins 
Hospital Consultants 

On the first of this month, Dr. Neal Nara- 
more Wood became a member of the staff 
of Hospital Consultants, of Chicago. Dr. 
Wood was formerly director of the Public 
Health Departments of Bay City and Bay 
County, Mich. 

Dr. Wood brings to his new position a 
wealth of experience in hospital administra- 
tion, and a wide acquaintance in the field. 
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Cpl. James Hageman applies his new arm and 
wrist brace to Pvt. Norman E. Long, war-wounded 
patient at Birmingham General hospital. 


N° for nothing has American ingenuity 
acquired its reputation. In Army hos- 
pitals today, there are several devices which 
some sharp-witted lad has “rigged up” to 
fit a need, and which are proving to be 
valuable pieces of hospital equipment. 

Take Corporal James R. Hageman, of 
Berkeley, Calif., for instance, a member of 
the Orthopedic department of the Army’s 
Birmingham General hospital, Van Nuys, 
Calif. Dissatisfied with the standard cock-up 
splint, or arm and wrist brace used by the 
Army, he invented one of his own, and it 
has gained official recognition from the office 
of the Surgeon General in Washington. It is 
expected to be in general use soon in all 
Army hospitals throughout the nation. Col. 
Alvin C. Miller, Commanding officer at 
Birmingham General, has written Hageman 
a personal letter of recommendation, and he 
has been promoted to the grade of corporal. 

Because Hageman used typical American 
initiative to improve a condition, hundreds 
of combat casualties, returning from the battle 
fields of the world with this type of injury, 
have a greater chance for complete recovery 
and use of their limbs. 
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THE ARMY 
EXERCISES 
ITS 
INGENUITY 


Cpl. Hageman first became aware of the 
need for a more adequate wrist splint after 
making and fitting dozens of the standard- 
type braces to patients at Birmingham Gen- 
eral hospital, where war-wounded soldiers 
with shrapnel and bullet-shattered arms and 
legs required protective framework. This 
brace had a tendency to slip down on the 
arm, losing its grip and forcing the hand to 
“freeze” into a downward position. Hageman 


knew that if the hand could be held in an 


A hospital food cart plays a leading role in 
Private Johnson’s new device, the “phono-pro- 
jector” now in use at Beaumont General. 
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Technician Third Grade Roy H. Worsham, Eaton- 
ton, Ga., whose new bandage-roller is now sav- 
ing hours of work at Oliver General hospital. 


upward position, muscles of the fingers could 
be exercised and the paralysis prevented. 

Hageman’s splint weighs only three ounces, 
half the weight of the standard Army type. 
It has a positive grip on the hand, is more 
comfortable to the patient, and won't slide 
forward. 

The palm piece is made in several different 
styles, to fit the particular type of injury. 
What makes the Hageman model particularly 
popular is its simplicity; it can be made in 
30 minutes. 

Cpl. Hageman has been in the Army a year, 
was a pattern maker for a metal corporation 
as a civilian, and took a three-month course 
in brace-making at Hoff General hospital 
after his basic training was completed: 

Another ingenious contraption developed 
especially for the entertainment and educa- 
tion of bed-ridden soldiers in Army hospitals 
is called the “phono-projector”. Mounted on 
a standard hospital food cart, it consists of 
a 16 mm. picture projector wired for sound, 
and a phonograph turn-table which makes 
possible the fading in and out of appropriate 
records before and after a show, and while 
reels are being changed. 

Special wiring for a microphone makes pos- 
sible the use of the phono-projector as a port- 
able public address system. Highly mobile, the 
equipment saves much time in moving from 
ward to ward, and eliminates the necessity 
for assembling and disassembling after use. 
The inventor is Private Arthur W. Johnson, of 
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Southbridge, Mass., who is stationed at the 
Wm. Beaumont General hospital, El Paso, 
Texas. 

Technician Third Grade Roy H. Worsham, 
Eaton, Ga., has a bandage-rolling device which 
is saving hours of work at the Oliver Gen- 
eral hospital, Augusta, Ga. He designed the 
machine himself after watching the workers 
in the surgical supply room do the work by 
hand. 


SOME LAUNDRY SUGGESTIONS 
By 
Andrew McGowan 
Fitzgerald-Mercy Hospital 
Darby, Penn. 


Tre laundry manager has many problems, 

such as the training of unskilled older 
men and women, some of whom have never 
worked previously; and the conservation of 
linen, necessary now as never before. 

We here at Fitzgerald-Mercy hospital have 
been very fortunate. Half of our laundry em- 
ployees have been with me since before the 
war. With these experienced girls helping me 
to train the new ones, I do not have much 
trouble giving the same quality of work and 
adequate supply of linen to all departments. 


We have, like other hospitals, old and 
patched sheets, gowns and stained linens. The 
latter, stained by certain kinds of medicines 
which will not come out, we call “night 
linen.” These are used at night on any bad 
cases, and are used also in the labor room. 
Every morning when the supervisor makes 
out the requisition for the day, she will order 
what night linen she may need if she has any 
very ill patients. In this way, she cen save 
her better linen for her daily changes. This 
is one way we are conserving our good 
linen, and at the same time, we keep the 
old, patched and stained linen in circulation. 

I have been laundry manager here since 
the hospital opened in July, 1933. Every 
morning I go to the record room and get the 
census of the patients in each department. I 
then go to each floor, and collect the daily 
requisitions and check the linen storeroom 
with these requisitions. Sometimes the floor 
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has ordered too much of certain items, and 
not enough of others. In which case, when 
attention is called to it, they are very pleased 
to correct it. This, I believe, is one way to 
stop linen hoarding, and, if needed in a 
hurry, a phone call to the linen room will 
have it delivered in a few minutes. This also 
gives me a daily check on the linen supply 
on hand. When I see certain articles getting 
low in the linen room, I write out a requisi- 
tion and have them replaced from the main 
stockroom in a few days. 

I have three girls in the linen room who 
make up all the O.R. and Ob. packs and peri 
sets for the operating and delivery rooms, in 
fact, nearly everything that is autoclaved. We 
have been doing this since we opened the hos- 
pital. This saves the very valuable time of our 
nurses, who usually do this work in most 
hospitals. 

The Fitzgerald-Mercy hospital is under the 
management of the Sisters of Mercy and they 
feel that the laundry is just as important as 
any other department. Our laundry equip- 
ment is kept in first class condition. 

Every Thursday we close at noon for the 
rest of the day. At one o’clock a mechanic 
checks all motors and bearings, and cleans 
and oils them. When we start on Friday, we 
know our equipment is in good shape. We 
have not had a breakdown in our laundry 
since the hospital was opened. — 


Safeguarding the Veteran 

Already hundreds of disabled fighting men 
are pouring back into civil life from the 504 
discharge centers of the Army and Navy. 
Many are confused and bewildered, uncertain 
of their rights and what they may expect in 
the way of governmental assistance. On the 
theory that the needs of the veteran are best 
presented to the proper agencies by the vet- 
erans themselves, the DAV (Disabled Amer- 
ican Veterans) group and the FVA (Federal 
Veterans Association) will train some 400 of 
these men as full-time service officers. 

The first class of these new officers is now 
in .session at American university, Wash- 
ington. Additional classes will matriculate 
each ten weeks, until a sufficient number are 
trained. 
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Ke: veterans’ affairs, a peak need for 300,- 
000 hospital beds is expected by about 1975. 
The program may cost as much as $6,000,- 
000,000 a year before it tapers off, Brigadier 
General Hines told a seminar on demobiliza- 
tion and veterans’ affairs held in Chicago 
Dec. 6-9. 

The Veterans Administration now has about 
130,000 hospital beds either in its facilities, 
under construction, or authorized for future 


construction. 
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A. C. of S. Approves 3,152 Hospitals 
_ In the struggle to maintain standards ap- 
proved by the A.C. of S., 101 hospitals “fell 
by the wayside” last year. Approval is ex- 
tended to 3,152 institutions in the U. S. and 
Canada, or 80.6 per cent of the 3,911 hos- 
pitals of 25 beds or over examined in the 
survey. 

There are 231 hospitals now approved for 
graduate training in general surgery and the 
surgical specialties, however, which is an in- 
crease of nine over last year’s figure. 


Greeting the New Year 

For some people, the New Year’s week-end 
was a happy one, but for an estimated 84,000 
accident victims, it was undoubtedly other- 
wise—or “mishappy”, as the National Safety 
Council pithily called it. Sans traditional 
eggnog, these latter unfortunates occupied 
hospital beds the first day of January. About 
8,700 of this number were admitted, for one 
kind of accident or another, in the 24 hour 
period ending at midnight, New Year’s Day. 

In Greater Chicago alone, 58 hospitals out 
of a total of 90 received such cases, to a total 
of 139. In fact, statistics compiled in the 
Windy City through the assistance of the Chi- 
cago Hospital Council, showed that prac- 
tically every 13th bed in the metropolitan 
area (1,333 out of 13,568) was on that day 
occupied by accident victims. The majority, 
of course, had been hospitalized prior to 
January 1. 

Over the Christmas weekend, more than 
360 persons met violent deaths, mostly ac- 
cidental, according to national surveys of the 
AP and UP. 
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Smaller MODEL” 
of the SINGER SURGICAL STITCHING INSTRUMENT 


So valuable have the contributions of the Singer suturing instrument 
proved in facilitating suturing technique, that the range of the Stand- 
ard Model has now been supplemented through the introduction of 
a new, smaller “A-11 Model”. 


This highly perfected product of engineering design and clinical 
research brings io the field of more delicate surgery all the time- 
ving advantages and the wide stitch versatility of the Standard Model. Its particular 
feature lies in its ability to use a selection of ten smaller needles, down to the finest 
size practicable in surgical work. Subcutaneous suturing becomes possible anes con- 
ditions of maximum visibility. 


Its suture spools are interchangeable with those of the larger instrument; and three 
sizes of different length needle holders are provided to facilitate suturing under vary- 
ing requirements. The instrument may be used ambidextrously without adjusting. 


While the new Smaller Model proves particularly adaptable to the requirements 
of plastic, oral, ophthalmic or brain surgery (to suggest a few) — the general surgeon 
will find it a valuable complement to his Standard Model in providing the right stitch 
at the right time with assurance.of maximum facility and efficiency. 


E R SURGICAL STITCHING INSTRUMENT 


— unites needle, holder, suture sup ys 
and severing edge in one self-contai 
strument, sterilizable as a complete oi 


Copyright U.S. A.. 1944, by Singer Manufacturing Co. All Rights Reserved'tor All Countries. 


Singer Sewing Machine Company Z-15 
Surgical Stitching Instrument Division 

146 Broadway, New York 6, N. Y. 

Without obligation, send copy of illustrated brochure, with 
full data on the new Smaller. A-11 Model. 

Name. 

Address. 

City. 


JANUARY, 1945 21 


i 
ORE 
for your conveni- 
ence in requesting 
i 


Nurses “At Home” 
Lutheran hospital, Moline, Ill., has solved 


its housing problem for nurses with the pur- 
chase of a beautiful local residence, one of 
the “show places” of the town. Built on a 
high knoll, the building stands on a seven- 
acre wooded estate . . . a private park, as 
it were, overlooking the Mississippi. 

The building, purchased for $35,000, has 
been remodeled to meet the needs of the 
School of Nursing at a gost of $70,000. Some 
$30,340 of this was an FWA grant. 

The residence was the home of the late 
G. A. Stephens, and located just two blocks 
from the hospital, is ideally situated. The 
building has four stories, the upper three of 
which are used entirely for dormitory and 
reception rooms, library and recreation hall. 
The ground floor is devoted entirely to the 
educational program. 


Mrs. Simms—Hospital Benefactor 

Last month, death brought to a close the 
career of Mrs. Ruth Hanna McCormick 
Simms. Publisher, pedagogue, politician— 
these phases of her eventful career were well 
known. It was as a hospital benefactor that 
Chicago knew her, too. Mrs. Simms was 
highly instrumental in raising the $1,400,000 
building fund for Lying-In Hospital of the 
University of Chicago. 
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More Dishwashers to Be Available 

A note of cheer was sounded by the WPB 
on January 3, in the announcement that a 
small size commercial dishwasher and a popu- 
lar size commercial glasswasher may now be 
produced for sale to hospitals and other insti- 
tutions “to maintain adequately sanitary con- 
ditions”. 

The dishwasher will have a mmimum capa- 
city of 500 dishes per hour, and the glassware 
will have a minimum capacity of 2,000 glasses 
per hour. Previously, no glasswashers could 
be produced, and the only dishwashers per- 


mitted were those with minimum capacities 
of 1,500, 3,500 and 5,000 dishes per hour. 


Restrictions are still on as to amount and 
kind of materials, and until the situation im- 
proves, only victory models using no stain- 
less steel and a limited amount of copper 


will be permitted. 
e 


D. A. R. Plans Hospital Libraries 


The D.A.R., as its new war project, will 
build permanent libraries at Army general 
hospitals. The organization already has 
priorities for such construction at Valley 
Forge, Temple, Texas, and San Francisco. All 
will conform to the general architectural 
plan for each hospital, and will be under the 
direction of the Army Library Service. 


What Do YOU Say? 


1. Who is considered the most 
eminent authority on surgery during 
the Middle Ages? 

2. Which one of our hospital ships 
started out as an auxiliary of the 
Imperial German Navy in 1901? 

3. Who was the first American 
nurse to die by enemy action in 
Furope? 

4. What is considered the young- 
est of the surgical specialties? 

5. Through whose invitation did 
Florence Nightingale set out to al- 
leviate the sufferings of soldiers in 
the Crimean War? 


(See Page 36) 
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OXYGEN 


THERAPY EQUIPMENT 


WO important factors are always con- 

sidered by the Heidbrink Technical 
Staff in designing Heidbrink equipment — 
first, the present-day requirements of the 
medical profession, and second, the welfare 
of the patient. 


Heidbrink oxygen therapy apparatus. This 
equipment is modern in design, unexcelled 
for dependability, with safety, efficiency and 
economy in performance. 
Write for complete descriptive literature 


on any or all Heidbrink Oxygen Therapy 


You'll find both of these answered in 


© HEIDBRINK OXYGEN TENTS 


These tents have many features which meet 
the needs of the most exacting therapist and 
yet provide maximum comfort for the patient. 
Ample circulation of oxygen is assured and 
a wide range of temperatures is available. 
All duties incident to the operation of Heid- 
brink tents can be performed by one person. 


¢ HEIDBRINK OROPHARYNGEAL CATHETER OUTFITS 


In the treatment of respiratory diseases and 
for post operative ventilation, an oropha- ,| 
ryngeal catheter unit is a highly efficient out- 
fit, simple in technique and readily portable. 


© B-L-B OXYGEN THERAPY UNIT 


With this unit oxygen concentration can be 

varied at will and concentrations as high as 

100% pure oxygen be obtained. Operation 

is efficient, simple and economical. Two 
. types of masks, light weight and comfort- 

able —the nasal and the oronasal—in two- 
sizes are available. 


THE OHIO CHEMICAL & MFG. CO. 


GENERAL SALES OFFICE: 745 HANNA BUILDING 
CLEVELAND 15, OHIO 
Sales Offices in Principal Cities 
In Canada: Oxygen Company of Canada, Limited, Montreal and Toronto 


Apparatus. 


THE OHIO CHEMICAL & MFG. CO. Cleveland 15, Ohio 
. Please send information on: 

OHeidbrink Oxygen Tents 

OHeidbrink Oropharyngeal Catheter Outfits a 
1)B-L-B Oxygen Therapy Units 


Army-Navy 
awarded fo the Heidbrink Division for 
production achievement. 


— 
: 


1944’s Science Cavalcade 


Sped up, no doubt, by wartime exigencies, 
Science made some important progress in 
1944. Quite a large number of new dis- 
coveries were related to Medicine and Health, 
and here are some of them (as summarized 


by the New York Times) : 


A triumph of Chemistry was the synthesis 
of quinine, likewise that of quinidine, used 
in treating heart ailments. 

The Russians transplanted hearts in frogs, 
some of these amphibians living four months 
after the operation. Life was restored in 
severely wounded soldiers by forcing air 
directly into the lungs, and blood, arterially, 
to the heart. 

At Harvard, Dr. Edwin J. Cohn increased 
our knowledge of the blood. One of his 
blood fractions (gamma globulins) prevents 
measles; another composed largely of al- 
bumin, is.as good for shock as plasma. A 
third, fibrin foam, stops bleeding; a fourth, 
fibrin film, is capable of repairing the outer 
brain tissue; a fifth, fibrinogen, combined 
with thrombin, cements skin grafts in place. 

Prof. Alexander Bogomoletz produced a 
serum which either speeds up or inhibits the 
life process, according to dose, and which has 
proved useful in the treatment of arthritis, 
scarlet fever, war wounds. He believes there 
is some relation to the aging process. 

Two new factors of the B Complex were 
discovered, Bo, necessary for feather pro- 
duction in the chick, and B,;, needed for 


_ growth by the chick. Discoverers were Drs. 


G. M. Briggs, Jr., T. L. Luckey, C. A. Elve- 
hjem and E. B. Hart. 

Dr. F. Ronald Edwards of London did’ suc- 
cessful transfusions using the blood of an- 
imals. By destroying bodies injurious to 
humans, bovine blood was satisfactory. 

Swedish scientists made synthetic blood 
plasma from a by-product of sugar-making. 

Dr. Niels Dungal, University of Iceland, 
found that convalescent serum offers com- 
plete protection against measles, and favorably 
affects the course of the disease. 

A Harvard professor, Prof Frederick L. 
Hisaw, proved the existence of a new female 
sex hormone, “relaxin”, which makes child- 
birth easier. 
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Administrators, who went 


At the University of California, Dr. Herbert 
M. Evans isolated the growth hormone of the 
pituitary gland. It is too expensive as yet to 
be used freely. 


Experiments at McGill by Dr. Hans Selye 
may mean that the adrenal and thyroid 
glands play a part in arthritis. 

A new protein called apofferritin, was found 
to store iron for use by the body. A defect 
in the cortex of the adrenal glands seems to 
be the cause of leukemia. 

Paranxanthene, a substance resembling caf- 
fein, an anti-thyroid, was discovered by Drs. 
C. S. Carter and G. Neill Jenkins, of Cam- 
bridge, to offset the hormone of an over- 
active thyroid gland. 

Influenza meningitis is caused by a microbe, 
and not a virus, it was discovered, and Dr. 
Hattie E. Alexander, of Columbia, produced. 
a serum said to give striking results, espe- 
cially when used with sufadiazine. 

A nitrogen compound that apparently causes 
the fever of inflammations was found by Dr. 
Valy Menlin, of Duke university, who named 
it pyrexin. 


Traffic Bedlam 


How’d you like it if the U. S. adopted a 
national top speed limit of 60 miles? It might 
help reduce the traffic toll in the post war era, 
when dizzy driving prom- 
ises to be in order. 

Rehabilitating the dis- 
abled war veteran to drive 
his car was another prob- 
lem discussed at a. recent 
meeting of Motor Vehicle 


at length into details of 
how to license and regulate 
such drivers and provide them with mechani- 
cal aids. 

In New Jersey, some studies have been 
made on crippled persons driving cars 
equipped with special devices. Most of them 
had paralysis of both legs following polio- 
myelitis, yet of 15 who operated a total of 
400,000 miles, only one was involved in a re- 
portable accident, and this one wasn’t his 
fault. 
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now.... Drives of 
< Melufpihen 
veduced 27.5% 


Prices of Tincture Metaphen 1:200 are now 
drastically reduced. Thanks to manufacturing and distribution 
economies, this effective antiseptic agent today costs little if any 
more than comparable products. The average cost-per-operation with 
Tincture Metaphen, always moderate, is now remarkably low. 
Your Abbott representative will be glad to give you 
a complete schedule of new prices and terms. 
Laporatories, North Chicago, Illinois 


Tincture Metaphen 


REG. U.S. PAT. OFF. 
e 


[4-nitro-anhydro-hydroxy-mercury-orthocresol, Abbott] 
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Ten Years Ago— 

The New Year is a time for ‘cite 
the future, and of course, the past. Leafing 
through Hospitat Topics for 1935, we find 
some interesting items, and if many of them 
seem as though they happened “only yester- 
day” . . . well that’s Father Time, up to his 
tricks again. In 1935— 

Matthew O. Foley, father of “National 
Hospital Day,” editor of Hospital Manage- 
ment, died. 

The A.H.A. board of trustees was even then 
busy opposing anti-vivisection legislation. 
“That Man May Live” was the title of a movie 
produced by the American College of Sur- 
geons to support the scientific point of view. 

One of the papers presented at the A.H.A. 
(1934) convention by Dr. Clarence A. Mills, 
predicted that “soon surgeries, private rooms 
and wards will have air conditioning.” 

The U. S. had 26 marine hospitals. 

The California State Hospital association 
was formed at the February meeting of the 
Western Hospital association. 

The A.M.A. hospital census (based on the 
year 1934) showed that one person in every 
18 was a hospital patient in that year. 

C. J. Cummings, director of Tacoma 
(Wash.) General hospital, in addressing the 
Western Hospital association predicted: (1) 
State controlled and supervised institutions 
under a national secretary of public health, 
soundproof, airconditioned buildings, indirect- 
ly lighted, with automatic doors, and radio, 
telephone and television sets for patients (2) 
roof landing fields for autogyros, the ambu- 
lances of the future (3) whole departments 
set aside for rest cures, to relieve the strains 
of modern life (4) robots to assist surgeons 
in operations (5) the storage of blood, follow- 
ing the death of patients, to be preserved and 
used for blood transfusions. 

Hodge Podge of August 1935 opines that 
“Now the New Deal is becoming something 
of an old story, we are getting a perspective 
which enables us to read some of its lessons.” 

Our October issue commented upon the 
forthcoming (January) publication of the 
new “American Hospitals,” official publica- 
tion of the A.H.A., the magazine taking the 
place of the quarterly bulletin which was for- 
merly the mouthpiece of the association. 
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In October, the College of Hospital Admin- 
istrators held its second annual meeting dur- 
ing convention week at St. Louis. 

The American Legion’s Rehabilitation com- 
mittee reported a total of 52,600 hospitalized 
veterans. 


Filter Produces Chemical Equivalent 
of Distilled Water 

The Filt-R-Stil, which transforms ordinary 
water into the chemical equivalent of dis- 
tilled water by a simple filtration, is made in 


different sizes and capacities. The lab unit. 
designed for hospitals and larger chemical 
and research laboratories, has a capacity of 
about 30 gal. per hour. 

With these units, water which is virtuell- 
mineral-free is made readily accessible for 
research laboratories. The principle is one 
of filtration by utilization of melamine-de- 
rived and other resins, as developed by the 
American Cyanamid and Chemical Corp. 

The final demineralized water has an aver- 
age salts content as low as two parts per 
million as calcium carbonate, and has been 
produced as pure as one-half part per million. 

The process also removes dissolved carbon 
dioxide from the water (a feature of particular 
importance in its use in the electronic and 
electrical fields) . 

So effectively has water been cleaned of its 
minerals that its specific resistance to an 
electric current has been increased to as 
much as 6,000,000 ohms, say its manufactur- 
ers. This compares with a resistance of 50,- 
000 ohms, previously considered to be very 
good. 
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it’s the SaME high purity 


No matter what quantity of Liquid Anesthetic and 
Resuscitating Gases you use you may be 

assured that each cylinder is exactly like the last— 
uniformly pure to conform with’established 
medical standards! 

This uniformity is the result of careful laboratory 
testing by skilled chemical technicians. It is 

your assurance that all Liquid Gases of the same 
type will produce the same results. 

You have the further valuable assurance of quick 
delivery. Well-supplied plants and depots maintain 
stocks within a few hours delivery-time. 


Helium and Oxygen 


Carbon Dioxide | 
Helium | Mixtures. 
' 
Oxygen | Nitrous Oxide 
MEDICAL GAS DIVISION OF Carbon Dioxide and ; Ethylene 
Oxygen Mixtures | Cyclopropane 


THE figuid cARBONIC CORPORATION 
3110 South Kedzie Avenue, Chicago 23, Illinois 
BRANCHES IN PRINCIPAL CITIES OF THE UNITED STATES AND CANADA 


JANUARY, 1945 
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THEY SAY THAT... 


If the industrial nurse confines her activi- 
ties to management and maintenance of the 
medical department and care to the ill and 
injured workers, her influence will be ex- 
tremely limited. If, on the other hand, she 
participates in health and safety education, 
accident control, and assists with environ- 
mental hygiene and sanitation and a general 
- program of preventive medicine, her influence 
is going to reach far, and come nearer ful- 
filling her part as an important cog in the 
organization. — Lester M. Petrie, M.D., 
Journal of the Medical Association of 
Georgia. 


There will be everything to be done in the 
world when the war is won, and the physician 
will assume a role he has played well since 
the days of the Roman Empire when the 
“Emperor’s physician” went forth from the 
cosmopolitan centers to the byways of the 
empire to control the plague-ridden provinces 
and to reflect the glory of the Capitol. The 
“medical missionary” is an emissary of good 
will as old as our christian civilization and 
maybe older. It will continue to exert its 
healing influence on the war-weary world and 
bring refreshment of spirit as it travels.— 
Mary E. Switzer, Assistant to the Federal 
Security Administrator, Washington. 


One thing the hospital must do is to break 
down a tradition of aloofness. The hospital 
is regarded by the public as a mysterious 
building isolated in its own world. There is 
a need to make your hospital as much a part 
of the community as the grammar school. 
Silence and independence perpetuates the 
tradition of awesomeness. Good public rela- 
tions will help make you a real and living 
part of the community.—Louis H. BELL, Di- 
rector of Public Information, Pennsylvania 


State College. 


e 
A hospital may start out as a strictly mu- 
nicipal institution, but then someone gets the 
bright idea of charging for certain rooms in 
order to reduce the running expenses. Then 
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an x-ray and laboratory fee creeps in; an 
outpatient department with a small fee comes 
next. The elected representative proudly 
shows the people a reduction in maintenance 
expenses, and so the tendency grows. More 
and more rooms and wards are set aside for 
paying patients until it becomes as difficult 
to find a nonpay space as it is to find the 
prescription counter in the modern, so-called 
“drug store”. 

But the public still thinks it is a municipal 
hospital where they can be cared for at public 
expense. Where most people get the idea that 
a pay room, in such a hospital, should 


‘cost less than the same accommodations in a 


private hospital is an outgrowth of the in- 
ability to see that the pay wards are actually 
operated in the same manner as a private 
institution —F RANK C. Metzcer, M.D., in the 
Journal of the Florida Medical Association. 


One word of warning: do not purchase a 
residence or a doctors’ clinic to be converted 
into a small hospital. Do not accept such a 
building even if it be offered as a gift. No 
matter how you improve it, or what addi- 
tions you make, the plan is wrong, the con- 
struction is wrong and maintenance and in- 
conveniences large. It will always be looked 
upon as a second-rate institution. 

Experience has demonstrated that any 
small town which rezlly wants a hospital will 
make some sacrifice to get it. They will do- 
nate vacant property and put a drive on for 
money; they will contribute to its mainte- 
nance. A residence may be used for living 
quarters for Sisters, but do not try to turn it 
into a hospital—TuHe Rev. MicuaeL Mc- 
InerneEY, O.S.B., in Hospital Progress. 


I once heard Dr. M. T. MacEachern asked 
to define a small hospital and as nearly as | 
remember, he stated that there is no such 
thing as a small hospital; that there were 
differences only in the number of beds; that 
there should be no difference in the stand- 
ards of service; that the most important ac- 
tivity, irrespective of size, was the care of 
the patient.—A. A. Arta, Supt., San Antonio 
Community Hospital, Upland, Calif. 
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AVEW effective weatment for Seabies 


No longer are slow, greasy ointments with their attendant messiness necessary to 
treat scabies. In their stead has come quick, easily applied, highly parasiticidal 
benzyl benzoate emulsion. Writes Mackenzie’: “The ease 
and speed with which the application can be carried out...rapidity 
of cure, and the almost immediate relief from itching com- 
bine to make it a satisfactory remedy from both the 


clinical and the public health aspects.” 


‘WELLCOME BENZYL BENZOATE eEmutsion 50% 


Application: Following a thorough soap and water 

bath, the emulsion (diluted to 25%) is painted | 

on the entire body, allowed to dry, and 

then reapplied. A warm bath, 24 hours 

later, completes the treatment. 


| Bottles of 4 fl. oz. and % gal. 
| 1. Mackenzie, I. F.: Brit. M. J. 
2:403, 1941. 


br | 


Literature on request ‘Wellcome’ Registered Trademark 
BURROUGHS WELLCOME & CO. (U.S.A.) INC., 9-11 E. 41st St.. New York 17, N.Y. 
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HODGE PODGE 


by [ 
HARRY C. PHIBBS 


Random notes of this and that gleaned from hither 
and yon, to give a lighter touch to more serious affairs. 


apaey were asking for it in a song. A 
song about a white Christmas. And they 
got it. Over most of the country before 
Christmas, the white feathers from the surly 
grey clouds began falling, putting a silence 
of their own on roof and road, on field and 
tree. 
You wonder why snow is so closely as- 
sociated with Christmas. The first Christ- 
mas was in a country where they certainly 
didn’t know much about snow. At least as 
little as the people in California, who we 
secretly think would sell half their rights 
in the hereafter to have just one nice white 
soft snowfall on Christmas eve. It would 
give the right touch, the Hollywood décor. 
Strange that snow at Christmas has the 
reputation for bringing a healthy winter—as 
the Scots have it, “A green Christmas means 
a fat kirk yard.” 


Not strange that children love it. It turns 
the grey drab land of early winter into a 
fairy playland of soft white powdery car- 
peting designed for sleds, toboggans, skis and 
the making of snowmen. The first thing a 
child from a warm climate will do when 
confronted with snow is to taste it. 


Not strange that the poets love it. Snow 
gives a fillip to their fancies only equalled 
by the coming of Spring. Remember Long- 
fellow: 

Out of the bosom of the Air, 

Out of the cloud-folds of her garments shaken, 
Over the woodlands brown and bare, 

Over the harvest-fields forsaken, 

Silent and soft and slow 

Descends the snow. 


Not strange that the artist loves it, for dur- 
ing the drear days when the leaves are gone, 
there is no inspiration in the scene for his 
brush or pencil or camera. And then comes 
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the snow, and a thousand new pictures and 
prisms are presented to the composing eye. 
Every photographer worthy of the name 
champs at the bit when the first flakes fall, 
overhauls his equipment and eagerly waits for 
sunshine to fall on the snow and give him his 
chance. 


Not strange that the farmer welcomes the 
snow, for in the white blanket covering his 
fields, he sees the moisture that will nourish 
next summer’s crop. And the mountains store 
snow which in the warm days will fall down in 
life-giving streams to nourish the valleys. 


There are people who don’t like snow. The 
hard-pressed fellows who have the job of 
keeping transportation open—the road crews 
and the railroad crews. To them snow is a 
menace and an obstacle. The householder 
who has to shovel snow can take it as waist- 
reducing exercise. 


Some of our fighting and flying men are 
learning a lot about snow in Greenland and 
Alaska. They'll know as much about snow 
as an Eskimo by the time the bugles blow 
“Cease fire”! And what of the lads in Europe 
who are learning that it is possible to live out- 
side and fight in snow. Perhaps when it’s 
over, theyll remember the adventure and 
forget the discomfort. 


Up in the North Country, the trapper and 
hunter welcome the snow. It comes with what 
they call the “Big Fall Storm”. There is a 
glowering short evening, and then a night 
of high wind and rain. The moose and deer 
move out of the “burns”, places where for- 
est fire has left the blackened skeletons of 
trees. These are now a danger, for the wind 
sends them crashing down into a tumbled 
jackstraw of windrows, and the animals get 
into the green timber where there is shelter, 
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Look at These 
Outstanding 
Features 


The Council on Physical Therapy 

of the American Medical Asso- 

ciation has given its acceptance’ 
to GUTH Air-Disinfecting Fixtures 
for specific hospital uses. 


GUTH Air-Disinfecting Fixtures 

are durably built for dependable 

service—and finished for hos- 
pital use. Backed by 42 years of 
quality Fixture production. 


Equipped with prewar-quality 

ALZAK Aluminum Reflectors— 

the most efficient known for 
Ultra-Violet reflectance. Engineered 
for maximum safety and efficiency of 
Ultra-Violet output. 


Complete line of Air-Disinfecting 

Fixtures. Types for Upper and 

Lower air-irradiation—as well as 
Barrier-Curtain types. Write for 
GUTH Engineering Bulletin No. 765 
to guide you in proper selection. 


Every GUTH Representative and 

many GUTH Distributors have 

been awarded the GUTH “Sound 
Practice Certificate’ as a result of 
their agreement to exercise due cau- 
tion in the application, recommenda- 
tion, and installation of GUTH Air- 
Disinfecting Fixtures. 


GUTH Air-Disinfecting Fixtures 

have been examined ‘and are 

listed as standard by Under- 
writers’ Laboratories, Inc. 


Made by the Edwin F. Guth Co., 

**Leaders in Lighting Since 1902” 

See Dun & Bradstreet for refer 
ences. 


F.0.B. St. Louis 


A Complete Hospital Line of 
Air-Disinfecting Fixtures 
Engineered + Efficient « Low-Priced! 


The GUTH Ultra-Violet Bracket shown above sells complete (with 30-watt 
G. E. Germicidal Lamp) for $27.75 net, F.O.B. St. Louis. This model is designed 
to provide efficient upper-air irradiation. 


Another type GUTH Bracket produces upper-air irradiation plus a downward 
curtain of Ultra-Violet to aid in reducing cross-infection. 


Still other GUTH Models are Ceiling-Suspended types (with or without Fluo- 
rescent Lighting in combination with Ultra-Violet); Under-Bed units; Barrier 
types; and Floor-Standard models. : 


Have the GUTH Representative in your locality analyze your specific needs 
and make recommendations. Write us for complete details. 


SURGICAL OPERATING LIGHTS: Jf you do not yet have your copy of the 
GUTH Hospital Lighting Data-Book, write us today ! Major and Minor Operating 
Lights; and Emergency and Standard-Type Operating Portables are listed. 
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and browze. Along about morning, the rain 
turns to snow. A soft fall of billions of white 
fingers that beat down the wind and leave a 
white map on the ground on which the woods- 
man can read what animals are moving and 
where. 

The most dramatic snow storm I ever saw 
was up in the high country of the Teton Na- 
tional Park. All day we could see the heavy- 
laden clouds marshal into storm formation 
about the peaks. Sometimes a barrage of 
sunshine would strike a mountain slope and 
color it gold against the gathering greys. Then 
the snow closed down on us in a: soft pelting 
whirl, and tents and corral and the horses in 
it were coated white. On a little lake some 
of the real trumpeter swans came down on 
the water for refuge, and a cow moose and her 
calf moved out of the brush looking for win- 
ter quarters. Just one day and a night of 
storm, and then sharp blue sky, sunshine and 
a blinding glare from a world of white. 

“Time to get out of this high country or 
we'll get snowed in on the passes,” said the 
guide. 

A hard day’s ride and we were over the 
pass and down to the valleys where there 
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was no snow; but back up the trail it looked 
like Switzerland. 


Richard the gardener looked at the snow 
all around the yard and said “This is fine, 
plenty of snow. That means plenty of lovely 
flowers in the spring.” 


How About It? 


After contributing blood, a donor needs 
rapid blood replenishment. Protein foods, 
however, are not always easy to procure, due 
to point scarcity, and “playing of favorites” 
by some butchers. ; 

Why not empower the blood banks to 
present donors with a 20-point red stamp 
marked “Priority Blood Donor?” suggests 
a recent letter to the New York Times. 

“This would provide at least a two-day 
haemoglobin pick-up, based on the 75-gram 
per day estimate. 

“This is not to be construed as a reward or 
an inducement for giving blood—which is a 
privilege—but purely as a_ reconstructive 
measure that will more quickly put donors 
in shape to give repeatedly”. 


“Out of the bosom of the Air, 
Out of the cloud-folds of her gar- 
ments shaken.” 
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DEPENDABLE 
CONTRAST MEDIA 


To facilitate fluoroscopic and radiographic exami- 
nations of the hollow viscera and other organs, 
several Merck contrast media are available. Their 
variety and excellent quality afford consistently 
satisfactory results. 

Because of the meticulous care with which they 
are manufactured, and the rigid laboratory control 
to which they are subjected, Merck radiopaque 
preparations are dependable aids in making a 
diagnosis. 


with War Bonds 


IODOPHTHALEIN SODIUM MERCK 


Disodium salt of tetraiodophenolphthalei 


BOTTLES: 3.5 Gm.,25Gm., 100Gm., 500Gm. 


SKIABARYT 


Special barium sulfate preparation containing 
tragacanth, 

NOTE: Two forms are available: 

1. For oral use, flavored. 2. For rectal use, un- 
flavored. TINS: 1 Ib., 5 Ib., 25 Ib. 


GELOBARIN 


Special barium sulfate cream which ensures 
stable suspensions. 
BOTTLES: 5 Kg. 


BARIUM SULFATE U.S.P. MERCK 


CARTONS: 1 Ib., 5 Ib.; 25 Ib. drums. 


SODIUM IODIDE MERCK 
REAGENT 


The purity of this sodium iodide exceeds U.S.P. 
requirements. 
BOTTLES: 1 oz., 4 Ib., 1 Ib., 5 Ib. 


MERCK & CO., Inc. Manufacturing Chemists RAHWAY, N. J. 
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FACTS ABOUT FOOD 


General news about research facts, and 
what’s going on in the field of nutrition. 


Messtime Statistics 
It depends upon the menu of course—and 
also several psychological factors influence 


the fighting 
man’s appetite. 

The WFA 
says a_ soldier 
eats 6 percent 
more in cold 
than in moder- 
ate weather. 


It seems, for 
some strange and wholly unrelated reason, he 
eats more when there is an officer present at 
mealtime, also when smoking is permitted in 
the mess hall. 

Soldiers can’t be said to exactly linger over 
their food . . . they spend just 18 minutes 
for breakfast, 19 at dinner, and 17 at supper. 
Yet they seem, just the same, to consume 
about 40 percent more than they did as 
civilians. 

This may give you an idea of another of 
the reasons there isn’t as much food available 
as formerly: The average weekly diet for a 
man in training includes 61/5 pounds of 
meat, 7 eggs, 314 pounds ot fresh milk, 144 
pounds of evaporated milk. 

He also has ice cream once a week, one 
pound of butter and other fats, 414 pounds of 
bread and cereal grains, 5 pounds of potatoes, 
5 pounds of fresh and canned vegetables, 
41% pounds of tomatoes and citrus fruit, and 
2 pounds of other fruit. 


News from Washington 

Manufacturers of cheddar cheese must set 
aside 25 percent of their production for gov- 
ernment purchase during January, 1945, and 
30 percent during February. Both military 
and lend-lease requirements for this com- 
modity are expected to continue at high levels 
during 1945, which will necessitate continua- 
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tion of the set-aside program now in force. 

On Dec. 15 the OPA reduced allotments to 
most industrial users of sugar, beginning with 
the first quarter of 1945. 

The retail mark-up of 214 cents a pound 
for field grown cucumbers will be restored on 
January 11. 

The increases, up to specified limits, in 
the ceiling prices for citrus fruit packing 
services in Florida, which are in force up until 
January 31, were added to cover additional 
labor and material costs, including those 
occasioned by the October hurricane. Speci- 
fied limits are then to be reduced from Feb- 
ruary 1 until July 31, says the OPA. 

A minimum 1945 producer price of 27 
cents per dozen for candled eggs was an- 
nounced on Dec. 12 by Marvin Jones, War 
Food Administrator. In areas where market- 
ing facilities for purchasing candled eggs 
from producers cannot be made available, 
the WFA will stand ready to purchase eggs 
from farmers at 24 cents per dozen. 


Hints for Blood Donors 


The usual eight to 10 weeks’ recovery time 
allowed for volunteer blood donors may not 
be enough for women, recent experiments at 
the University of Nebraska indicate. For 
women, free to select their own diets, usually 
fall short of the protein needed to completely 
replace a 500 ml. blood donation within this 
period, observation showed. 

Self-chosen diets of 100 college girls had 
an average of only 59 gm. protein daily, and 
in a cooperative dormitory where there was 
supervised meal planning, the daily protein 
intake was only 60 gm. 

This research by Ruth M. Leverton, Thelma 
McMillan and Matilda Peters stresses the need 
for the woman donor to select a diet furnish- 
ing at least 75 gm. daily (Jnl. Amer. Diet. 
Assoc., Dec., 1944). 
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Penicillin shatters old concepts and is 
rapidly creating many new ones. This 
applies particularly to the treatment of 
empyema. It has been demonstrated 
that penicillin will usually sterilize the 
pleural exudate, provided the infecting 
organism is penicillin sensitive. A sig- 
nificant number of patients with pneu- 
mococcic, streptococcic, and staphylo- 
coccic empyema were improved or 
recovered after repeated aspiration of 


FINE PHARMACEUTICALS SINCE 1886 


INFANTILE 


FIGHT 
JANUARY, 1945 


PARALYSIS 


the pus and injection of penicillin. 

Constantly expanding activities on 
the part of the Upjohn research labora- 
tories and manufacturing staff are de- 
voted to keeping The Upjohn Company 
in the forefront of penicillin develop- 
ments. More and more penicillin 
is becoming available for civilian 
practice. 

Penicillin (Upjohn) is supplied in 
vials containing 100,000 Oxford units. 


Upjohn 


KALAMAZOO, MICHIGAN 


JANUARY 14-31 
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Among the diet hints which the American 
Dietetic association has advised for blood 
donors are: 


One or two cups of hot cocoa for nourish- 
ment and stimulation immediately after giv- 
ing a donation. If this is not available, take 


hot milk. 


Every day eat about four ounces of meat, 
poultry, fish or soybeans. Include liver or 
kidney two or more times a week. One-half 
cup of cooked soybeans is equal to about two 
ounces of edible meat. 


One or more eggs should be eaten daily. 
One-quarter cup cooked soybeans is the 
equivalent of one egg. 

Take one pint of milk or more daily. One 
ounce of American cheese is about equal to 
one seven-ounce glass of milk except that it 
has considerably less of thiamin and ribo- 


_ flavin. 


Two or more servings per week of soy- 
beans, dried peas, beans, lentils or peanut 
butter should be included. ; 

Two or more servings of fruit daily. This 
should include one large serving of citrus 
fruit or tomato, fresh or canned. Apricots, 
peaches and prunes are good choices for the 
second fruit, if available, because of their 
blood-building qualities. 

Two or more servings of vegetables daily, 
one of them leafy green or yellow, in addition 
to one or more daily servings of white or 
sweet potatoes. 

Whole grain or enriched cereals and whole 
grain or enriched bread should be used daily. 
Fats and sweets may be added to, but not 
substituted for, the above foods. Molasses, 
sorghum and maple syrup are good sources 
of iron, as well as being good sweeteners. 
Corn syrup and brown sugar also contain 
some iron. 

e 


Six New Physicians on 
Veterans’ Committee 


Dr. Malcolm T. MacKachern, associate di- 
rector of the American College of Surgeons, 
has just added to his manifold duties in the 
hospital and medical field by accepting mem- 
bership in the group of physicians aiding 
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Brig. General Frank T. Hines in the ad- 
ministration of the war veterans’ affairs. 

Altogether, the body of assisting physicians 
numbers 14. Dr. MacEachern is one of six 
new additions to the group, others accepting 
appointment being: 

Dr. Irvin Abell, professor of surgery, Uni- 
versity of Louisville School of Medicine, and 
past president of the A.M.A. 

Dr. Alfred W. Adson, senior, neuro-surgery, 
Mayo clinic, Rochester. 

Dr. W. Edward Chamberlain, director of 
radiology, Temple University hospital, Phila- 
delphia, Pa. 

Dr. John S. Coulter, professor physical 
therapy and head of physical departments, 
Northwestern university, Chicago. 

Captain Erick G. Hokansson, National 
Naval Medical Center, Bethesda, Md. 


Pharmaceutical Firm Adopts 
Medical Care Plan 


Hoffmann-La Roche, Inc., Nutley, N. J., 
put into effect, on January 1, what is possibly 
the most complete plan for medical care in- 
surance yet worked out by private industry. 
The plan is detailed, but in general means 
that every full-time employee, regardless of 
position or salary, will receive free doctor’s 
care and treatments, either at home, the hos- 
pital or the doctor’s office; also free hospital, 
surgical and obstetrical expenses for them- 
selves and dependents. The new plan is under- 
written by a life insurance company. 


Here Are Your Answers 
(See Page 22) 


1. Guy de Chauliac (1300-1368), whose 
Chirurgia magna was written in 1363. 

2. The Larkspur, known in the German 
Navy as the Breslau, was taken over by 
the U. S. in the last war, and served for 
many years as the Navy destroyer tender 
“Bridgeport” before being converted into a 
hospital ship. 

3. Lt. Frances Slanger, a graduate of 
Boston City hospital, killed at a field hos- 
pital in Normandy on Oct. 21. 

4. Thoracic surgery. 

5. Sidney Herbert, a neighbor in Hamp- 
shire, who later became Secretary of War. 
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IN POST-SURGICAL MANAGEMENT 


The problem of providing adequate nu- 
trition for the patient in the early post- 
surgical period is considerably lessened 
when Ovaltine is given routinely as soon 
as nutrient liquids are tolerated. This de- 
licious food drink is digested with 
remarkable ease and utilized virtually in 
toto. Its rich store of essential nutrients 
—biologically adequate protein, quickly 
metabolized carbohydrate, highly emul- 
sified fat, all the important vitamins 


except vitamin C, and the minerals espe- 
cially needed during the period of 
reconstruction—make a valuable con- 
tribution to the satisfaction of the pa- 
tient’s nutritional requirements. 

The easy digestibility of this palatable 
food drink, together with its low curd ten- 
sion, encourage rapid gastric emptying, 
hence aids in overcoming the nausea and 
other epigastric distress usually encoun- 
tered in the early postoperative period. 


THE WANDER COMPANY, 360 N. MICHIGAN AVE., CHICAGO 1, ILL. 


PROTEIN 
CARBOHYDRATE . . 


*Based on average reported values for milk. 


Three daily servings of Ovaltine, each made of 
Y2 oz. Ovaltine and 8 oz. of whole milk,* provide: 


31.2 Gm. VITAMINA.. 2953 1.U. 
62.43 Gm VITAMIND. 480 1.U. 
29.34 Gm THIAMINE... 1.296 mg 
1.104 Gm RIBOFLAVIN... ... 1.278 mg 

903 Gm. 7.0 mg. 
11.94 mg. 5 mg. 
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PRESCRIPTION PAD 


Notes on new pharmaceuticals, new drugs, new 
methods. A page for the hospital pharmacist. 


Complete Ceepryn Obstetrical- 
Gynecological Therapy Available 

To provide a complete regimen of medical 
therapy for obstetrical and gynecological prac- 
tice,-based on the nontoxic germicide Ceepryn 
(brand of cetylpyridinium chloride) , the Wm. 
S. Merrell Company, Cincinnati, has an- 
nounced the development of three new Cee- 
pryn products: Ceepryn Vaginal Supposi- 
tories, Ceepryn Vaginal Powder, and Ceepryn 
Jelly. 

These three, together with Ceepryn Aqueous 
Solution 1:1000, constitute what the manu- 
facturer describes as the “Complete Ceepryn 
Treatment”—pointing out that all four have 
the characteristic Ceepryn high germicidal 
power, detergency, and freedom from irrita- 
tion. 

Ceepryn Vaginal Suppositories (Ceepryn 
1:1000 in a glycerin-gelatin base) are germ- 
icidal, fungicidal, and detergent. The deter- 
gent emulsion of the slowly dissolving sup- 
pository, it is stated, distributes intimately 
over the cervix and folds of the vaginal 
mucosa, with leakage seldom encountered. 

In addition, these suppositories are non- 
staining, clean and esthetic, and easy to ap- 
ply. They are supplied in boxes of 12. 

Ceepryn Vaginal Powder, Borated (Ceepryn 
0.5% in a base of boric acid, kaolin and dex- 
trose) is also germicidal, fungicidal and de- 
tergent, and is said to be equally effective 
against fungi, yeasts and flagellates such as 
Trichomonas vaginalis. 

The manufacturer indicates it to be the 
treatment of choice in conditions of excessive 
discharge, as its detergent action affords pene- 
tration into rugal folds not possible with or- 
dinary powders, creating an acidic state un- 
favorable to vaginal infections and stimulating 
growth of normal Doderlein bacilli. 

It is supplied in 10-gram vials (fitting the 
Shelanski insufflator) sufficient for two treat- 
ments. 


Ceepryn Jelly 1:1000 (Ceepryn 0.1% in a 
water-soluble jelly base) provides the phy- 
sician with an all-purpose demulcent and 
lubricant that is fortified with germicidal, 
fungicidal and detergent properties. 

Since its germicidal factor is free from 
heavy metals, phenols or iodine, the manufac- 
turer stresses its lack of irritation to delicate 
vaginal mucosa. It is said to spread evenly 
on instrument or gloved finger without run- 
ning. 

For first aid treatment in minor burns and 
wounds, and as a postoperative dressing, it 
is applied as a thin layer on gauze or to the 
affected part. 

For vaginitis or postpartum use, 4 to 4 
ounce is used intravaginally. Ceepryn Jelly 
is available in 1-ounce tubes. 

The Merrell Company is offering to prac- 
ticing physicians a detailed chart that outlines 
the Ceepryn Treatment procedure for Tricho- 
monas vaginitis, leukorrhea, cervicitis, post- 
partum care, and a number of other vaginal 


conditions. 
e 


Diethylstilbestro] Dipalmitate, 
Abbott 


Diethylstilbestrol Dipalmitate is a com- 
pound of diethylstilbestrol and Palmitic acid 
in peanut oil for intramuscular injection only. 

The advantage of this form of diethylstil- 
bestrol is that the active constituent is slowly 
absorbed and the resulting estrogenic effect 
is quite prolonged. It affords economical 
estrogenic therapy and will be of particular 
interest to those who have been buying the 
inexpensive estrogenic mixtures. 

The most frequent and troublesome toxic 
reactions encountered with the use of diethyl- 
stilbestrol, namely, nausea and vomiting, oc- 
cur only rarely with Diethylstilbestrol Dipal- 
mitate. 

The indications are the same as that for 
other estrogenic agents: to relieve premen- 


HOSPITAL TOPICS AND BUYER 


i 
| 
i 
i 
| 
| 
| 
} 
} 
: 
i 
| i 
i 
| 
4 
. 
2 38 
te 
| 


Whole oftum ina single ampul 


Pantopon ‘Roche’ contains not merely 


morphine—but ALL the other alkaloids of 


opium. This combination affords a better 
balanced, smoother opiate action with less 
likelihood of unpleasant by-effects . . 

HOFFMANN-LA ROCHE, INC. 
Nutley 10, New Jersey. 


“FIGHT INFANTILE PARALYSIS JANUARY 14th—3Ist" 
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strual tension, to suppress lactation in the 
post-partum period, and to treat menopausal 
symptoms, atrophic and senile vaginitis and 
kraurosis vulvae. 

Contraindications: Patients with a familial 
or personal history of mammary or genital 
malignancy. 

Diethylstilbestrol Dipalmitate should be 
given by intramuscular injection only.’ Prior 
to injection the ampoule should be submerged 
in a warm water bath until the flocculent 
Diethylstilbestrol Dipalmitate is completely 
dissolved in the oil. 

The contents of one ampoule (1 cc.), rep- 
resenting 5 mg. of diethylstilbestrol as the 
dipalmitate ester, is injected at intervals of 
five to seven days until three to five doses 
have been administered, or until the patient 
obtains satisfactory relief of the menopausal 
symptoms. Further medication is not. given 
until symptoms recur. 

The dosage should be modified according 
to the response of the individual patient as 
judged by the degree of symptomatic relief 
and by the character of the vaginal smear. 

Diethylstilbestrol Dipalmitate is offered in 
l-cc. sterile ampoules, boxes of 6 and 25 
ampoules. Each ampoule contains Diethylstil- 
bestrol Dipalmitate 13.85 mg., which is equiv- 
alent to 5 mg. of diethylstilbestrol. Abbott 
Laboratories, North Chicago, Illinois. 


Openings 

Detroit, Micu.—The People’s Community 
hospital, located temporarily in “B” building 
at Eloise hospital, opened for services on 
Dec. 18. The temporary quarters were made 
possible by a $111,707 grant from the FWA 
for remodeling and equipment of facilities, 
together with a $15,000 gift from local 
sources. Meanwhile, the campaign to raise 
$500,000 for a permanent 200-bed hospital 
for Wayne county is proceeding. A govern- 
ment survey recently indicated a deficiency of 
some 200 hospital beds in the Western Wayne 
county area. 

ScotTsBLuFF, NEB.—The recently completed 
$30,000 fourth floor at West Nebraska Meth- 
odist hospital was opened for inspection on 
Nov. 19. The institution now has 75 beds. 

LatroBe, Pa.—Latrobe hospital opened 


40 


“The Little Shop” on Nov. 27, providing 
magazines, gifts and greeting cards, also a 
small lunch bar and refreshment stand. The 
shop is staffed by two paid workers along 
with volunteer helpers. 

BurLincton, WasH.—Burlington hospital 
reopened on Nov. 27, after having been closed 
since August, 1943. The institution has been 
purchased and will be operated by Mrs. S. 
Maki, anesthetist from Seattle. 


Some Items Re:Polio 


On Nov. 10 the New York State health de- 
partment sounded an urgent call for physio- 
therapists and R.N.’s to give after-treatment 
to this year’s polio victims. There are ample 
hospital facilities, but the need for personnel 
constitutes an “acute emergency,” it was said. 
There are from 1,000 to 1,500 patients, mostly 
children, requiring care in the wake of this 
year’s outbreak in this state. 


A WFA: grant of $171,580 will help con- 
struct and equip an 86-bed addition to the 
Georgia Warm Springs Foundation hospital, 
as requested by the armed services. The re- 
mainder of the total construction cost of 
$343,159 will be supplied by the Warm 
Springs Foundation. 


Sister Kenny hopes to establish a treatment 
and training center in New York City. At a 
recent showing there of the documentary film 
explaining her concept of polio, it was re- 
vealed that Film Actress Rosalind Russell con- 


tributed $40,000 toward making the film for 


national distribution to physicians and hos- 


pitals. 


More Plasma Available to Hospitals 


Anticipating enemy action within the U. S., 
Alaska and Puerto Rico, the Red Cross at 
one time collected blood which was turned 
over to the Public Health Service. Some 
of this blood will now deteriorate unless used, 
so the President has just authorized transfer 
of 49,850 units of dried plasma and 29,200 
units of frozen plasma for use. It will go to 
federal, state and local public health authori- 
ties and non-profit hospitals. 
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PERSONALLY SPEAKING... | 


ABEL, Aucusta E.—Retired as head of 
Lutheran hospital, Brooklyn, N. Y. 

Anprews, C. NormMan—Supt. of the Swed- 
ish American hospital, in Rockford, ap- 
pointed assistant to John R. Mannix, director 
of the Chicago Plan for Hospital Care. 

BaiLEY, WALTER J.—Resigned as head of 
Jewish hospital, Louisville, Ky., to take over 
administration of City hospital, Brunswick, 
Ga. (See Witham). 

Bearp, Mrs. H.—Recently took over ad- 
ministration of Dallas (Texas) medical and 
surgical clinic (See Johnston). 

BENNETT, Morton—New supt. of Potsdam 
(N. Y.) hospital, took over active duty on 
Dec. 1. 

Bioxom, W. C.—Former assistant manager 
of the hospital at the Medical College of 
Virginia, is now manager of Leigh Memorial 
hospital, Norfolk, Va. 

Brackin, Dr. H. B.—Resigned as supt. of 
Davidson County hospital, Nashville, Tenn., 
at which post he has served for the past nine 
years (See Sweaney). 

Braun, Rev. CLarencE L.—Named supt. 
of DeGraff Memorial hospital, Buffalo, N. Y. 
He has been supt. of St. John’s Lutheran Or- 
phan Home in West Seneca. 

Brewer, Dr. FRANK B.—Present manager 
of the Veterans Administration facility, Le- 
gion, Texas, appointed manager of the Veter- 
ans facility, Oteen, N. C. (See Moore and 
Wagner). 

CaLLtows, Mary L.—Resigned as supt. of 
Fort Atkinson (Wis.) Memorial hospital, to 
attend Marquette university, Milwaukee, Wis. 

Ciark, Dr. WM. R.—Supt. of Edward J. 
Meyer Memorial hospital, Buffalo, N. Y., re- 
signed. 

CoTTRELL, Bess—Supt. of Winter Haven 
(Fla.) hospital. 

Crawris, Dr. Ewinc H.—Assistant 
and psychiatrist at Lima (O.) State hospital, 
appointed head of Cleveland State hospital 
(See Lee). 

Neveu, Dr. ArTtHUR V.—Recently re- 
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Moisture-resistant 
SANETTE 
WAXED BAGS 


Now Available 
In Limited_Quantities* 


Model H-12 
Height 15“ 
Dia. 10“ 


The HOSPITAL 


Sanelle 


Important Aid in 
Hospital Sanitation 


Attractively styled—Sanette also 
is specially designed as an aid 
to cleanliness. The rust-resisting, 
removable inner pail is easy to 
clean ...as is the smooth, baked- 
on enamel finish. Ask your dealer 
for H-12 or write us. 
*Sanette Waxed Bags do away 
with the handling of infec- 


tious waste. Help keep pail 
clean and prevent rust. 


MASTER METAL PRODUCTS, INC. 
301-A CHICAGO ST. BUFFALO 4, N. Y. 
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signed as medical director of Johnston Emer- 
gency hospital, Milwaukee, Wis., where he has 
been located for the past 18 years. He will 
enter private practice. 

Dewey, THE Rev. Raymonp—Named as- 
sistant supt. of Wesley hospital, Wichita, Kan. 

Dirt, AmMeLia—Resigned as administrator 
of Big Rapids (Mich.) Community hospital. 

Epuin, Dr. Jacop V.—Is on leave of ab- 
sence from superintendency of Chicago (TIIl.) 
State hospital, due to ill health (See Griffin). 

Fortu, Fannie R.—New supt. of Las Cam- 
panas hospital, Compton, Calif. She was for- 
merly assistant director of nurses in charge 
of nursing personnel and student cadet en- 
rollment at Wesley Memorial hospital, Chi- 
cago. 

Fuqua, Mrs. ELizaABETH—Resigned as supt. 
of Island Grove hospital, Greeley, Colo., where 
she has been for the past 12 years. 

GriFFin, Dr. Frank J.—Now acting supt. 
of Chicago (Ill.) State hospital (See Edlin). 

Haas, Ratpo M.—Former laboratory and 
x-ray technician at Culver hospital, Craw- 
fordsville, Ind., appointed administrator of 
the institution, taking over his duties on Jan- 
uary 1. 

Hatt, KaTHERINE—Resigned as supt. of 
Wentworth hospital, Dover, N. H. 

Haupt, H. R.—Resigned as supt. of Macon 
County Tuberculosis sanatorium, and _ has 
taken a position with an auditing firm. 

Hitcer, Mrs. Genevieve A.—Resigned as 
head of Roosevelt hospital, Bremerton, Wash., 
the resignation to become effective when a 
successor is found. 


HirscHFIELD, Lypia—Supt. of Wyoming 
General hospital, Rock Springs, resigned. 

Husener, L. L., Dr.—Now heads Blythe- 
ville (Ark.) City hospital. 

IncaLts, Mrs. RutH—Recently became 
head of Ellis hospital, Schenectady, N. Y. 
(See Ptolemy). 

Jounston, THomas K.—Resigned as ad- 
ministrative head of Dallas (Texas) medical 
and surgical clinic (See Beard). 


KELLER, Otro F.—Resigned as head of 
Dodge County hospital, Fremont, Neb. 
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KupFrer, BAKER—Supt. of nurses at 
South County hospital, Wakefield, R. I., is 
now supt. of that institution (See Phillips 
and Nagle). 

Lee, Dr. Hans P.—Resigned as head of 
Cleveland (O.) State hospital, to return to 
Toledo (O.) State hospital (See Crawfis) . 

LeFort, Mrs. Austie—Has taken over ad- 
ministration of Davier Memorial hospital, 
LeHarpe, Ill. (See Roll). 

MERRILL, Dr. A. P.—Medical director of St. 
Luke’s hospital, Chicago, Ill., has accepted the 
post of supt. at Home for Incurables, N. Y.C. 

Moore, Dr. C. L.—Clinical director of 
Veterans Administration facility, Oteen, N. C., 
for the past eight years, is now manager of 
the facility at Legion, Tex. (See Brewer and 
Wagner). 

Nace, Morna M.—New assistant director 
of South County hospital, Wakefield, R. I. 
(See Kupfer and Phillips). 

Ouiver, Mrs. IRENE E.—Former supt. of 
Weymouth hospital, South Weymouth, Mass., 
recently named supt. of Tompkins County 
Memorial hospital, Ithaca, N. Y. 

Pew, Neva R.—Former supt. of Two Riv- 
ers (Wis.) Municipal hospital, engaged as 
head of the Findlay (O.) hospital (See Pitt- 
man). 

Puitups, Uzzie—Resigned as head of 


South County hospital, Wakefield, R. I. has 
Kupfer and Nagel.) 


Pirrman, Maset—Resigned as supt. of 
Findlay (O.) hospital (See Pew). 


Protemy, Janet E.—Night supervisor at 
Ellis hospital, Schenectady, N. Y., resigned to 
become head of Sharon (Conn.) hospital (See 
Ingalls) . 

Roti, Mrs. EstHer—Resigned as adminis- 
trator of Davier Memorial hospital, LeHarpe, 


Ill. (See LeFort). 


Root, Mayor Cuartes T.—Appointed head 
of Benicia (Calif.) Arsenal hospital. 


RussELL, OLive—Recently named head of 
Alice Peck Day hospital, Lebanon, N. H. (See 


Steeves). 


ScHwarz, Dr. Joun G.—Named head of 
Ohio Hospital for Epileptics, Gallipolis, O. 
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the big of SUNFILLED 


Pure, concentrated 
ORANGE and GRAPEFRUIT JUICES 
their best 


28 OUNCE 
institutional] 
tainer for lesser 
quantity daily re- 
quirements 


6 OUNCE 
container for 
home-vuse and 
overseas gift 


/, ‘AM the big 128 ounce Sunfilled container ca- 
pable of providing 256 4-ounce servings of deli- 
cious, healthful juice, comparable in flavor, body, 
nutritive values and vitamin C content to freshly 
squeezed juice of high quality fruit. 


/, ‘AM free from adulterants, preservatives or for- 
tifiers .. . and am especially valuable in post-opera- 
tive and infant feeding, because my indigestible 
peel oil content has been scientifically reduced to 
but .001%. 


/4M able to offer outstanding economies in 
time, labor and cost-per-serving. A single attend- 
‘ant can prepare any desired quantity and return me 
to the refrigerator where an unused balance will 
keep for weeks if no moisture or water is added. 


1; ‘AM the answer to your personnel shortage 
problem. No bulky fresh fruit crates to handle. No 
inspection, cutting and reaming of fruit. No refuse 
to dispose of. You simply add water as directed and 
serve. 


ORDER TODAY and request price list on other time and 
money-saving Sunfilled quality products. 


CITRUS CONCENTRATES, INC, 


Dunedin, Florida 


ETHYL CHLORIDE 


wn Gohauors 
AMBERGLASS CONTAINERS 


Recognized for over forty years as a high 
grade, chemically pure product, prepared 
especially for anesthesia. It is stable and 
is guaranteed to retain its purity and re- 
mgin unchanged indefinitely. The amber 
glass dispenseal bottle is equipped with a 
practical, time-tested, automatic 
cap which also provides an hermetical s 
against contamination of the contents. 


4 fluid ounce (108 gm) 
3 fluid ounce ( 81 gm) 
2 fluid ounce ( 54 gm) 
Fine, medium or coarse spray 


For those who prefer, Ethyl Chloride U.S.P. is 

available in the well known Gebauer’s metal tube 

with regulating spray in 40 gm. and 100 gm. sizes. 
Literature on request. 


THE GEBAUER CHEMICAL CO. 
9410 St. Catherine Ave., Cleveland 4, Ohio 
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Mrs. HazeEL Morton—Former head 
of Mary Frances Skiff Memorial hospital, 
Newton, Ia., is taking over superintendency 
of Warren (Pa.) General hospital. 

SPENCER, Pau J.—Assistant to the head of 
Butler hospital, Providence, R. I., is now as- 
sistant director of Salem (Mass.) hospital. 

STEEVES, Mrs. ANNIE—Resigned as head of 
Alice Peck Day hospital, Lebanon, N. H. (See 
Russell) . 

Sweaney, Dr. R. B.—Elected supt. of Da- 
vidson County hospital, Nashville, Tenn. (See 
Brackin). 

Wacner, Dr. I. R—Retired as head of the 
Veterans Administration facility, Oteen, N. C. 
(See Moore and Brewer). 

Wirnam, E. D.—New supt. of Jewish hos- 
pital, Louisville, Ky. He is former business 
manager of Jewish hospital, Cincinnati, O. 
(See Bailey). 

WoopwortH, Dr. LEveRETT S.—Associate 
director of Harper hospital, Detroit, Mich., 
will be the new head of Massachusetts Me- 
morial hospitals. 

York, Kart H.—Assistant head of Colum- 
bia hospital, Milwaukee, recently took over 
superintendency of Arlington (Va.) hospital. 


Deaths 


FOLLANSBEE, E.—Former president 
of the Ohio State Hospital association, died 
January 1, at the age of 73, in Cleveland, O. 

Irnvinc, Dr. PeTER—Secretary and general 
manager of the Medical Society of the State 
of New York, since 1937, died December 28 


_ in Roosevelt hospital, New York. Dr. Irving, 


who was 66, had been ill for several months. 

Martin, Dr. THomas A.—Medical director 
of St. Vincent’s hospital, New York City, died 
January 5, of a heart attack while on the way 
to the hospital from-his home. Dr. Martin, 
a heart specialist, was 71 years old. 

McCormack, BricaDIER GENERAL CONDON 
—One of the outstanding medical officers 
of the Army, died in November. Burial took 
place at Eugene, Ore., his home. At the time 
of his retirement in May, 1944, General Mc- 
Cornack was chief surgeon of the Western 
Defense Command and Fourth Army, with 
headquarters in San Francisco. 
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Equipment 


WeIseR, IpAHO—Gas anesthetic apparatus 
and ether suction apparatus have been in- 
stalled in the surgery of Weiser hospital. 
Among other new equipment at the hospital 
is a resuscitator for the nursery. 

DaNVILLE, ILL.—An annual gift from the 
St. Elizabeth Ladies’ auxiliary has: added a 
new resuscitator, making three piecés of this 
equipment at this hospital. 

Grand Haven, Micu.—A gift of $600 from 
Russell W. Camfield has permitted purchase 
of two refrigerators for Municipal hospital. 

Duruam, N. C.—Duke hospital and school 
of medicine recently received a permit to 
build a refrigerator room, to be completed 
at a cost of $55,000. 

McKeesport, Pa.—Some $8,600 worth of 
x-ray equipment has been presented to Mc- 
Keesport hospital by Walter C. Shaw, presi- 
dent of G. C. Murphy Co. He donated a 
diagnostic x-ray unit about two years ago. 

TiTUsvVILLE, Pa.—Modern cardiograph ap- 
paratus has been given to Titusville hospital 
in memory of the late Bennett Davis by his 
four sisters. 

WaynesBoro, Pa.—Air conditioning has 
been installed in Waynesboro hospital oper- 
ating rooms, as a gift of the Frick Company. 

SEATTLE, WasH.— Purchase of $5,300 
worth of new equipment for Fairland Tuber- 
culosis sanatorium was recently approved. 
The equipment is made necessary by increase 
in its bed space. 


Gifts 

Lake Forest, ILt.—The beautiful Dick 
home and all its furnishings go to Lake For- 
est hospital, under the will of Mrs. A. B. 
Dick. 

GREENFIELD, Inp.—Mrs. Fannie Andis is 
donating a hospital to Hancock county, to be 
known as the Olvey-Andis hospital. It will be 
built as soon as post-war conditions permit. 

FRANKENMUTH, Micu.— Contributing to- 
ward the new $600,000 hospital planned for 
St. Luke’s, the sum of $7,500 has been do- 
nated by the Universal Engineering Co., and 
Mr. and Mrs. W. R. Fisher. The new build- 
ing, to be started as soon as the government 
permits, will provide space for 100 beds. 
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FROM THE PORTRAIT BY JULIAN LAMAR COURTESY, AMERICAN COLLEGE OF SURGEONS 


1857-1935 


Surgeon, teacher, organizer. Fellow, Regent, Director-General and a founder, American Col- 
lege of Surgeons, 1913-1935; President, 1929. Founder, editor-in-chief, Surgery, Gynecology 
and Obstetrics, 1905-1935. Member Advisory Commission, Council of National Defense; 
Chairman, General Medical Board, 1916-1919. Colonel, Medical Corps, U. S. Army, 1917-1919. 


From the series, Great American Surgeons. Reproductions suitable for framing sent free on request to: 


ETHICON SUTURE LABORATORIES, DIVISION OF JOHNSON & JOHNSON, NEW BRUNSWICK, N. J. 


{ 


versatile new metal 
for surgical procedures 


Limited supply now available for civilian use 


1. A tantalum plate of correct size and shape is 2. A lineator with cutting edge cuts the outer 
placed over the defect and outlined by a scriber. skull table, following the plate outline. 


Skull 


Repair 


3. A shelf is formed by chiseling away a 4. Tantalum plate set on bone shelf and secured by 
thin layer of outer skull table from edge triangular tantalum points. Point holes are made by a 
of defect to groove cut by lineator. flat triangular gouge and points pressed downward. 
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TANTAL 


Some of the suggested appli- 
cations of Ethicon Tantalum 
are shown on these pages. The 
distribution of Tantalum for 
civilian as well as military sur- 
gery represents another out- 
standing expansion of Ethicon 
service. All Tantalum prod- 
ucts for surgical use are avail- 
able exclusively through Ethi- 
con Suture Laboratories. 


@ Tantalum, widely used in war surgery, is now available in limited 
supply for civilian use. Present experimental and clinical evidence 
indicates that tantalum has qualities superior to silver, steel and 
alloys as a metallic substance for non-absorbable sutures and bone 
plates. Investigators report it to be inert, non-corrosive and non- 
electroactive. It produces minimal tissue reaction. It has high tensile 
strength, exceptional malleability, and is impermeable. Tantalum 
may be boiled or autoclaved. 


Complement Whe rgeons kil 


MORE NEWS OF ETHICON TANTALUM ON NEXT PAGE => 


Hernioplasty Nerve Repair 


Modified Bassini operation. Tantalum sutures (Inset) Fine gauge tantalum sutures approxi- 
approximating external oblique aponeurosis mate epineurium of severed median nerve... 
to Poupart’s ligament. Of value in recurrent Tantalum foil wrapped loosely about repaired 


hernia or in infected areas. 


section and secured by loose ties. 
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RIBBON 


ETHICON 


SURGICAL 


ETHICON TANTALUM SUTURES are 
2% times as strong as U.S.P. require- 
ments for catgut (knot pull). Sizes 6-0, 
5-0, 4-0, 18” long, swaged to %g Circle 
Taper Point Eyeless Atraloc Needles. 
Used and tied in same manner as other 
non-absorbable sutures. 


ETHICON TANTALUM WIRE. Suturing 
material on spools, without needles. 


Sizes 6-0, 5-0, 4-0, 000, 0, 2, 4. 


ETHICON TANTALUM RIBBON. Used 
for making hemostasis clips, particu- 
larly as employed in brain surgery. Tan- 
talum Ribbon is also used in orthopedic 
and facio-maxillary surgery. 


TANTALUM 


ETHICON TANTALUM FOIL is used as 
a sleeve or cuff to protect nerves and 
prevent adhesions of contiguous tissue. 


ETHICON TANTALUM SHEET is used 
extensively for cranioplasty and recon- 
structive or plastic repair work. Easily 
molded to body contours. 


FIXATION PLATES AND BONE 
SCREWS (not illustrated)—For ortho- 
pedic surgery. 


Illustrated descriptive literature on all 
Ethicon Tantalum Surgical products sent 
on request. 


ORDER FROM YOUR SURGICAL SUPPLY DEALER 


ETHICON SUTURE LABORATORIES 


Division of foluuenafoluuen New Brunswick, N. J. 


World’s Largest Manufacturer of Surgical Catgut 
Suture Laboratories at New Brunswick, N. J.; Chicago, Ill.; Brazil; Argentina; England; Ansel 


Copyright 1944, Johnson & Johnson 


Printed in U.S. A. 
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We can see with the naked eye that the Payroll Savings Plan provides the most 
stable method of war financing! Under the X-ray of sound economics other im- 
portant advantages appear. 

A check on inflation, the Payroll Savings Plan helps industry to build the eco- 
nomic stability on which future profits depend. Billions, invested through this 
greatest of all savings plans, represent a “high level” market for postwar prod- 
ucts. Putting over this plan together also establishes a firmer, friendlier relation- 
ship between management and labor. 

To working America the Payroll Savings Plan offers many opportunities. 
Through this systematic “investment in victory,” homes, education for their chil- 
dren and nest eggs for their old age are within the reach of millions. 

These benefits to management and labor are national benefits. Instilling the 
thrift principle in the mind of the working men and women, the Payroll Savings 
Plan assures their future security—and is a definite contribution to the prosperity 
of postwar America! 


The Treasury Department acknowledges with appreciation the publication of this message by 


HOSPITAL TOPICS AND BUYER 


This is an official U. S. Treasury advertisement prepared under the auspices of 
Treasury Department and War Advertising Council. 


JANUARY, 1945 
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HOW to doit... 
WHERE to get it 


Without cost to you any of the literature, or details on the new 

» equipment and products, listed below, will be forwarded promptly 
by a reliable manufacturer. This information is practical for your 
hospital. Order by number and address this magazine, 43 East 
Ohio Street, Room 1016, Chicago 11, Il. 


No. 264. The Scope of Sanitation should be of 
interest to every hospital superintendent in- 
terested in maintaining healthful cleanliness 
in his hospital, in the protection of public 
health, in guarding employees against diseases 
and in destroying insect pests. 68 pages of 
well-illustrated valuable information. Send for 
your copy today—available without charge. 


No. 251. 1945 Calendar. The American Hos- 
pital Supply Corporation is offering a new 
calendar for 1945, which depicts the role of 
workers in hospitals and their value to human- 
ity. The illustration portion of the calendar is 
a reproduction in full color of an unusual and 
beautiful Paul Gerding painting of a young 
nurse. Copy of this handsome calendar may be 
obtained by writing this department. 


No. 269. The Asco Linen Hamper, the first 
product in a new line of hospital equipment re- 
cently developed, is 
made of stainless-fin- 
ish aluminum tubing, 
built to accommodate 
a standard heavy can- 
vas bag 25” by 35”. A 
three-leg support 
makes the hamper set 
level on an uneven 
floor and less likely to 
tip. Double ball-bear- 
ing casters make it 
easy to move. The de- 


has been tested in ac- 
tual use over a period of 10 years. Write for 
further details. 


No. 268. Pyrex Natural 
Nurser. A marked advance 
in baby feeding has been 
brought about by the devel- 
opment of the Baby All a. 
Pyrex Natural Nurser, a (a 
genuine Pyrex screw-on 
bottle with nipple and cap— (im 
Pyrex guaranteed. Resistant [iy 
to cold and heat. Baby-All jm 
Screw-on nipple and cap go [™ 
on quickly and 
ple remains completely 
sterile, because you do not handle part that 
goes into the baby’s mouth. Illustrated leaflet 
available. 
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sign of the hamper . 


No. 208. Surgical Stitching Instrument. Short 
cuts in surgical suturing are graphically illus- 
trated in a new edition of a booklet made avail- 


able by the Singer 

Sewing Machine 

Company. The 32 

pages include color 

illustrations of 

such procedures as intestinal anastomosis, 

hernia repair and vaginal operations. The 

Singer Surgical Stitching Instrument saves 

time and suture material by avoiding reclamp- 

ing of the needle, avoiding rethreading, simpli- 

fying knot tying and suture cutting. Write for 

your copy of “The Singer Surgical Stitching 
Instrument for Better Surgical Technique ” 


No. 235. Fracture Appliances and Their Ap- 
plication. You will find in this catalogue prac- 
tically any gs gre required in the treatment 
of fractures. It’s more than a mere catalogue 
of splints. It is an illustrated reference book 
showing modern appliances and how to use 
them. A new edition has recently been made 
available by the De ys Mfg. Company, and 
copies may be obtained by addressing this de- 
partment. 


No. 258. Conversion Table. A simple and in- 
genious Conversion Table which enables the 
pharmacist to immediately convert dosages 
from avoirdupois, apothecaries’ or U.S. fluids 
into metrics. Small enough to be carried in 
the pocket. Copies available without charge. 


No. 260. Vitallium Blood Vessel Tubes, used 
with a vein transplant, point the way to a non- 
suture method of blood vessel anastomosis 


which should mean fewer 
amputations for the wound- 
ed of World War II. Into 
two small Vitallium tubes 
end, the vein segment is 
lapped back over the tubes 
plant is then ready to carry fresh blood across 
the once severed space. The Vitallium tubes 


a segment of vein is placed, 
leaving an uncovered vein (wa 
space in the middle. At each b i 
like cufs. The tubes are then 
inserted into the severed ends of the artery to 
form a bridge across the cut. The vein trans- 
can remain in situ indefinitely. Write for fur- 
ther details. 

(Continued on page 50) 
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Metrazol Ampules 
I cc. and 3 cc. 


Sterile Solution 
30 cc. vials 


Metrazol, T. M. reg. U. S. Pat. Off. 


For Circulatory and Respiratory Support 


during and after operation 
inject Metrazol intravenously 


COUNCIL ACCEPTED 
s 


BILHUBER-KNOLL CORP. 


- ORANGE, NEW JERSEY 


STOCK UP WHILE OUR SUPPLY LASTS 


ALBUM 


Gov't, Dozens of uses in every office. 


leather corners. 3 adjustable metal binding posts. 
Ask for No. WM-10. 


.00 each 


while they last! 


Albums. Each with 100 loose-} 


Sample gladly submitted—no obligation 
Please send check with order 
MONEY BACK IF NOT SATISFIED 


SAMUEL L. UNGER 
3 EAST 14th 


JANUARY, 1945 


Paste up samples, etc., 
etc. Heavy 6 black leather Proce covers. Reinforced 


100 black loose-leaf pages. Size: 26x26 inches. 


OTHER SIZES also available. Same style —_ quality 
1 leaf pages. 


No. WM-20 SIZE 18x26 in. ....... $14.00 ea. 
No. WM-21 SIZE 23x18%, In. ..... 13.00 ea. 
No. WM-22 SIZE 161/2 x te In. ... 10.00 ea. 
No. WM-23 SIZE 134x111 in. ..... 6.50 ea. 
No. WM-24 SIZE 10x 11, im. ..0ee 5.00 ea. 


STREET © NEW YORK 3,N. Y. 


VAPORIZER-INHALATOR 


for 
Respiratory 
Disturbances 


-Ali enjoys an estab- 
reputation in hundreds 


Va 


ifier. Vopors start quickly. 
enca ater, as 
wel as the thermostatic ‘cut 
for A.C.) insure safety. Runs up to 12 hours 
cont nuously! Separate icine chamber! 


pproved by Underwriters’ Laboratories and by the 
oeeren on Physical Therapy of the A.M.A. 

Immediate Delivery! Order from your dealer; if 
not available order direct from . 


SANIT-ALL PRODUCTS CORP. 


Greenwich, Ohio 


47 


| 
| 
3 : 
4 CF fe 
| 
s : 
i 
| 
| SacrificiMg supreme QUALITY 
| 
| 
\ ARMY AIR FORCE 
| 
of hospitals because it was — 
designed to satisfy the need f 
| 
| 
i 


OCAL SULFONAMIDE TREATMENT OF 


él rationale of this most effective new local sulfonamide 
treatment lies in this: | | 

Even a single tablet produces, throughout the entire oro- 
pharyngeal area—for as long as one hour’s chewing—a con- 


THE ‘MORE EFFECTIVE 


fi 


centration of locally active sulfathiazole, dissolved in saliva, 
averaging 70 mg. per cent. Yet even with maximal dosage 
over a prolonged time-period —and even in children—blood 
levels produced are so low as to be immeasurable for the 
most part, and only rarely even approach 1 mg. per cent. 

Local efficacy, and freedom from systemic toxicity, have 
been proved in wide clinical experience to be as impressive 
as the striking figures cited above would suggest. 

White’s Sulfathiazole Gum is supplied in packages of 24 
sanitaped tablets in slip-sleeve prescription boxes—on pre- 


scription only. 


WHITE LABORATORIES, INC. mammastcst NEWARK 7, N. J. 


; 
| 
fi 
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WHERE to get it 


(Continued from page 46) 


No. 237. Product of Modern Science. Because 
it has been proved by use in hundreds of hos- 
pitals and other institutions, Kentile, an as- 
tile flooring, is particularly recommended 

y architects for hospitals. Among its out- 
standing features: greaseproof, therefore im- 
pervious to any animal, vegetable or mineral 
oils, fats or greases; easily cleaned and main- 
tained; and has a non-skid surface and sound 
deadening qualities. Write for new folder 
= has been specially prepared for hospi- 


No. 248. How to maintain fine quality baked 
goods under today’s conditions. Downyflake has 
just issued a 40-page 
book which lists 
over 100 tested, 
proven recipes made 
from their basic 
mixes—in line with 
food conservation 
and efficient wartime 
planning. Besides 
the recipes, it con- 
tains an outstanding 
innovation in its 
unique presentation 

of new nutritional 
facts, accomplished by means of simple-as-A- 
B-C charts that depict the food value of a num- 
ber of different types of baked goods products 
made from Downyflake mixes, giving scientific 
nutritional information with each one. All 
Downyflake products are now made with en- 
riched flour. Send for your free copy. 


No, 244. Nutrition Chart. A new 8-page folder 
and full color 25” x 38” wall chart is available 
to nutrition teachers for classroom use. The 
chart shows in graphic form how most diets 
can be made adequate—the figures used being 
taken from a recent study of 5,000 representa- 
tive dietaries made at Pennsylvania State Col- 
lege. The folder contains a reproduction of the 
wall chart, also a chart of food nutrients, their 
sources, functions and requirements. Contains 
also several pages of tested, wartime recipes 
that help to make the most of ration points 
and money. Free copies available—quantities 
not limited. 


No. 257. Westkrete Floor Treatment. A new 
dustproofing and hardening treatment for ter- 
razzo and concrete floors. Effectively seals 
against water, oils, weak minerals and organic 
acids. Comes oe for use. Easil 
applied with mop, brush, broom or spray 

Being almost colorless, does not affect the ap- 
pearance of floors. A single treatment said 
to allay dusting, although 2 or 3 are recom- 
— for permanent control. Write for de- 

Ss. 


50 


- equipment acceptable to the 


No. 252. Nylon Dermal Sutures. Deknatel and 
Son are now making a Dermal Suture of single 
filament nylon. Moderately priced skin sutures 
in convenient 40” lengths, individually packed. 
lt possesses elasticity, smoothness, pliability, 
plus other nylon qualities. Write for details. 


No. 253. Germicidal Fixture. For bringi 

indoors the healthful, germ-killing powers o 
sunlight, a new development has just been 
announced. Combina- 
tion of the G.E. Germi- 
' cidal Lamp and a new 
efficient reflector - unit 
provides safe and effec- 
tive irradiation of 
2537A ultra-violet rays. 
Upper and/or lower 
and curtain-type air ir- 
radiation are provided. 
For accepted use in the operating room; infant 
nurseries; baby cubicles; and wards. Bulletin 
No. 765, recommending amounts of ultra-violet 
required for certain room sizes, mounting and 
spacing arrangements, available. 


No. 259. “Banana Flakes” Recipes. By a new 
dehydration process, all the water is removed 
from tree-ripened bananas leaving only the 
vitamins and extraordinary food values in the 
easily digestible form of Banana Flakes. Keeps 
indefinitely in a tightly closed container. Eco- 
nomical, each pound containing approximate 
food and taste value of 80 bananas. A welcome 
addition for variety in your patients’ diets. 
Recipe booklet sent without charge. 


No. 239. F. W. A. Minimum Requirements 
Manual. A fact filled architect’s manual devel- 
oped in conjunction with the U. S. Public 
Health Service for new hospital construction 
or additions—a necessity where use of Federal 
Funds is contemplated. Manual contains com- 
pletely developed floor plans, elevations and 
specifications of minimum a of 

ederal Works 
Agency. Advise your architect that this ma- 
terial is available on loan without charge if 
you are planning new Federally Financed con- 
struction. 


No. 254. Notes on Dietetics with Special Se- 
lected Diets. Subjects dealing with the prin- 
ciples of nutrition; carbohydrates, fats and 
proteins; minerals; vitamins and fluids are 
some of the highly informative paragraphs you 
will find in a brochure recently issued by Bur- 
roughs Welleome and Company. In addition, it 
contains (in its 40 pages) essentials of a well 
balanced diet; listing of the various vitamins 
in foods; classification of fruits and vegetables 
according to percentage of carbohydrates, 
tables of special selected diets, as well as a 
listing of the company’s vitamin preparations 
with formulae and package sizes. A booklet 
that will be of great value to your dietitian 
and will be sent without charge, upon request. 
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No. 265. Steri-Lac, a double-duty, non-toxic 
floor finish that contains a powerful germicide, 
has recently been developed. Steri-Lac will 
kill typhoid and other resistant disease-causing 
germs within 5 minutes after application. No 
objectionable germicidal odor. Steri-Lac is in 
effect a lacquer made of wax with germicide 
added in such a way so as not to impair the 
or durability of the treatment. It 
kills the germs while it protects the floor. 
Write for details of manufacturer’s special 
trial offer. 


No. 267. Combination Medical Set. A portable 
outfit, with equipment and reagents for mak- 
ing any five of the following determinations: 
the Sulfa Drugs, Blood ‘ 
Sugar, N.P.N., Urea N, 
Thiocyanate (Sulfacya- 
nate) and Urine pH, 
has recently been made > 
available. Operation is © 
simple, only 0.1-0.2 ml 
of blood being required 
for a test. Color stand- Cis 

ards are contained in iM 

— slides, one slide 

eing provided for each of the six determina- 
tions; all standards carry an unlimited guaran- 
tee against fading. Individual sets for any of 
the six determinations are also available. Write 
for details. 


No 211. San Pheno V. Here at last is a pow- 
erful disinfectant without a cresol odor; in 
fact, it has a very pleasant odor, makes a clear 
solution in all waters, has a fine soap base; is 
non-irritating and non-corrosive. Can be kept 
on hand over a long period of time, yet retains 
its strength even when exposed to the air. 
Write for sample and literature. 


No. 250. Dyphen Germicide. Bring your hos- 
pital disinfection methods up-to-date by using 
this concentrated, pleasantly scented germicide. 
Forms brilliantly clear solutions with water in 
any concentration; much stronger antiseptic 
properties than Cresylic or Cresol Compound 
and much safer to handle because of compara- 
tively low toxicity to the skin. Available for 
immediate delivery in any quantity. Dyphen 
Germicide actuallly preserves cutting edges 
and will not harm rubber, metal or glassware. 


No. 229. Penicillin literature has now been 
made available by six of the manufacturers 
of this new medicinal agent. Its discovery, de- 
velopment, production, clinical uses and results, 
and methods of administration are presented in 
interesting detail. One of the brochures (109 
pages and well illustrated) exhaustively re- 
_ views the present information concerning Peni- 
cillin, and contains at the end of the booklet 
blank memoranda pases for note purposes. 
Copies of all 6 booklets are available gratis to 
physicians and other members of the profes- 
sionai staff. 
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No. 266. The Humidopack, a _ revolutionary 
war-born hospital accessory for the prepara- 
tion of stupes, compresses and hot applications, 
now does away with the old, time-consuming 
methods of preparing hot packs. No longer 
need your staff prepare hot packs the old- 
fashioned way. Increase nursing efficiency by 
the use of Humidopack, a life-time unit, made 
of stainless steel, consisting of a heating uni 

a water reservoir and a steam chamber an 

mounted on noiseless casters for easy movin 

about. Illustrated leaflet giving prices, avail- 
able on request. 


No. 270. Pitocin. An 8” x 11” card outlining 
the indications and dosage of Pitocin, the oxy- 
tocic of choice, will be sent upon request. Its 
use in obstetrical practice avoids the elevation 
of blood pressure caused by the pressor factor 
present in unfractioned posterior pituitary ex- 
tracts; its low protein content and freedom 
from impurities minimize the likelihood of sys- 
temic reaction. These cards are indicated for 
use in hospital pharmacies, delivery rooms, etc. 


No. 238. Vitaminets ‘Roche’. A new product, 
recently announced. Contains no less than 9 
essential vitamins and 5 minerals—14 vital 
elements. Small, easy to swallow and palat- 
able. Vitaminets are a prescription item, not 
advertised to the laity. Available to a 
in bottles of 100 and 1,000. Descriptive 

'-+ will gladly be furnished on request. 


Yours Without 
Extra Cost! 


@ The Ke- 


Assembly 
offers your 
Hospital Cab- 
inets, Case- 
work and 
Laboratory 
iture of 
smart, 
streamlined 
appearance Kewaunee Cabinet for storage of equipment 
with oppor- 
tunity for harmonious expansion as needed. 


e By this modern plan of production, we effect 
many economies which permit you to install the 
finest Kewaunee Cases, Cabinets and Laboratory 
Furniture without extra cost. Address — 


HOSPITAL DIVISION 


HOSPITAL FURNITURE J EXPERTS 


Cc. G. CAMPBELL, President 
5052 S. Center St. Adrian, Mich. 
Representatives in Principal Cities 
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Bottle of 4 FLUIDOUNCES 
maker 4 GALLONS 


EFFICIENT 
| ANTISEPTIC. 


ntiseptic costs can be radically reduced 
. 26 tae per. gallon. by the use of Zephiran Chloride Concen- 
| Cost of customarily used Ag trate 12.8 per cent Aqueous Solution .. . 


The various dilutions customarily employed 


ae are made with ease by the hospital phar- 
less than 24 ¢ 


1:5000—per gallon, 


macist .. . Zephiran Chloride dilutions 
Possess not only a potent antiseptic action 
but also a desirable detergent property. - 
Zephiran Chloride Concentrate 12.8 per cent 


(Aqueous Solution) is supplied in bottles of 
4 ounces and 1 gallon. 


WINTHROP CHEMICAL COMPANY, INC. 


Pharmaceuticals of merit for the physician 
NEW YORK 13, N. Y. ° WINDSOR, ONT. 


ZEPHIRAN 
Trademark Reg. U. $. Pat. Off. Canada, 1 GALLON 


128 
GALLONS 
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Your American Representative has some specific 
answers to the problems created by the personnel 
shortage in your hospital. He can give you a num- 
ber of helpful suggestions which will make your 
limited nursing, maintenance, and service help 
go farther. He knows what equipment and sup- 


plies will save man-hours in your hospital. He is 


qualified to secure them for you with the least 
possible delay. Why not consult him about your 


particular difficulties the next time he calls? 


HOSPITAL SUPPLY CORPORATION 


CHICAGO NEW YORK SAN FRANCISCO WASHINGTONA® 
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‘Homicebrin’ (Homogenized Vitamins A, B,, Be, C, and D, 
Lilly) is a homogenized preparation containing vitamins A, 
B,, Bz, C, and D. In the homogenizing process, the water- 
soluble and fat-soluble vitamins are properly dispersed and 
evenly suspended in a base containing pectin, glucose, and 
lactose. Homogenization assures miscibility, palatability, and 
stability. ‘Homicebrin’ will not settle out on standing, and is 
readily incorporated with milk formulas, fruit juices, or water. 


‘Homicebrin’ is available in 60-ce. and 120-cc. bottles. 


LILLY AND COMPANY + INDIANAPOLIS 6, INDIANA, U.S.A. 
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